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~ CORNELIUS & BAKER, ~ 


M ANUFACIURERS OF 


Lamps, Chandeliers, Gas-Fixtures, &c., 


MANUFACTORIES, 
821 Cherry-St., and Fifth-St. and Columbia Avenue. 


STORE, 710 CHESTNUT STREET, 
PHILA DELPHIA. 





MITCHELL, VANCE & CO., 


MANUFACTURERS QF 


CHANDELIERS. 


AND EVERY DESCRIPTION OF GAS-FIX TURES. 
Ng WAREHOUSE, No. 620 BROADWAY, 
MANUFACTORY, 335, 337, 339, 343 WEST 24th 8T., 


IV avy © ORE... 





A - FIXTUR E! 8, 
BALL, BLACK & CO, 
565 & 567 Broadway, 
CORNER OF PRINCE-STREET, NEW-YoORK. 
In addition to their large stock of 
RICH GOODS, 
Offer for sale a large assortment of 
CHANDELIERS & GAS-FIXTURES 
Of every description, and of the newest styles, 
Both 
FOREIGN anp BOMESTIC 
Manufacture, 





| 


FELLOWS, HOFFMAN & Co., 


(LATE STARR, FELLOWS 4 C9.,) 
MANUFACTURERS OF 


GAS-FIXTURES AND CHANDELIERS, 


Solar, Camphene & Fluid Lamps, Girandoles, Hall-Lanterns, &c- 
No. 74 Beekman street, NEW YOKK. 


Manvracrory, 71, 73, 75, 77, 79, 81, 83 Boerum street, 
And 88, 90, 92, 94, 96, 98 and 100 Johbnston-st., Brooxiyn, N. Y. 





V. HAUGHWOUT & CQ, 
® 488, 490, & 492 BROADWAY, 
Cor. of Broome-St., New York, 
Gas-Fitiers & Contractors for the Erection 
of Gas-Works. 

Messrs. KE. ¥V. HavGuwovur & Co. have on hand a 
most extensive assortment of the newest and mos 
desirable styles of 
CHANDELIERS, BRACKETS, LaMP-PoSTs, aND Gag 

FIXTURES OF EVERY DESCRIPTION, 
to which they would respectfully call the atten- 
tion of the public. 


aap Gas-fitting done in the most workmanlike 
manner, and on reasonable terms, 





HORATIO EAGLE, 


MANUFACTURERS’ AGENT FOR THE SALE OF 


RETORT-HOUSE SUPPLIES, 


GAS-& WATER APPARATUS 


No. 126 MAIDEN LANE, 


BETWEEN PEARL AND WATER STREETS, 


NEW-YORK. 





M. L. CURTIS, 


141 


ELM STREET, NEW YORK CITY. 


MANUFACTURER OF 


GA S-EF Ix TD RES 


Gas-Fitting in all its Branches. 
OLD CHANDELIERS, &, RE FINISHED IN GILT, OR BRONZED 


OR MADE TO APPEAR EQUAL TO NEW. 





C. A. VANKIRK & CO., 


MANUFACTURERS OF 


GAS-FIXTURES AND CHANDELIERS, 


FRANKFORD, PHILADELPHIA, 


BEG TO STATE THAT THEY HAVE OPENED SALESROOMS AT 


No. 626 CHESTNUT STREET, 
Where they will have on exhibition and offer for sale Chandeliers, Brackets, Pendants, Girandoles and Gas-Fixtures of every style and quality. 
C. A. V. & Co., also manufacture and sell Bronze Statuettes, Mantle Ornaments, Patent Coal-0il Lamps that burn without chimneys, Patent 
Paragon Coal-Oil "Burners, Patent Improved Excelsior Coal-Oil Burners, Hand Lamps, Columns, &c., &c. 
pa Every article is warranted equal in design and workmanship to any in the country, and orders are respect fully solicited from the trade, and the public generally... 





ANALYTICAL CHEMISTS. 


GAS-COAL. 





C ELTON BUCK, Analytical and 


® Consulting Chemist, 254 Canal-st.. 
New-York. Analyses of Ures, Minerals, Soils. 
Guarfos, Coals, &c., and Tests of Commercial 
Articles, carefully and promptly made. Consul 
tations may be had, and opiniousgivenon Chem- 
ical questions. Samples for analysis from a dis 

ce, may be sent by mail or express, directed to 
the Laboratory as above. 


ABORATORY OF CHEMISTRY, 


—Consultations on Chemistry ap- 
plied to arts and manufactures, agriculture, me- 
tallurgy, analysis of ores, mineral waters, soils, 
ke. Advices on chemical fabrications. Address, 
Professor H. Dussaucu, Chemist, (from the Con- 
ee rvatoire Imperial of Arts and Manufactures, 

is) New Lebanon, N. Y. 








ANALYTICAL & Manufacturing 


+ cate —Gesner’s Chemical and 

ring Rooms. 24 William-street, New York. 

— Noe 28 and 29. Analysis made of all mine- 
tal and commercial articles. Coal oils tested, coal 
oil works erected, and contracts made. The best 
Processes for purifying and deodorizing ; coal and 
Petroleum oils furnished, with skilful workmen and 
su ndents. Mines surveyed and coal stested. 
Kerosene patents, from which the coal ol 


- ‘Dusiness in the United States originated, were 


stanted to Dr. Gesner, Chemist and Geologiat. 


CARGO OF 265 TUNS BEST 


Newcastle ; also, one of 140 tons 
Liverpool Coking, daiiy expected to arrive, for 
tale in lots to suit, by 


HORATIO EAGLE, 
126 Maiden Lune. 


LIVERPOOL AND NEWCASTLE 
CANNEL & COAL, 





Gas-Manufacturers and House Use. 
The carefal shipment of the best qualities, of 
Cannel and Coal, at the lowest rates 
current a* the time of engagement 

guaranteed. 
T. W PARMELE, Agt., 
No. 4 Irving Place, New-York. 


((ANNEL AND ORREL GAS- 
Coal.—The Subscribers are  con- 
stantly receiving direct, from the celebrated mines 
of Wiiuam H, BRANKER & Co., NEwoastiez, ENG., 
COAL of the very first quality’ for gas purposes, 
which they will sell direct from ship or trom yard 
at the lowest market price ; and we guarantee the 
coal to be equal if not superior to any other coal 
brought to this market. 
ELIUS 








CORN BAKER & SON, 
61 Leonard st. and 652 Hudson st., New York. 





GAS-COAL. 


| 


GAS & WATER FITTINGS. 





CLEVELAND, O., Nov. 28, 1860. 


HE PARTNERSHIP heretofore 
existing under the name of Butts & 
Kendall, has expired by its own limitation with the 
close of the business of the present season. 
F. BUTTS & CO., - 


will hereafter have the control of the mines of the 
STERLING CoAL AND MininG ComPany, 

and with such increased facilities, both as to im- 
provements perfected at the mines and transport- 
ation of coal, as will enable them to continue the 
business on a@ more extensive scale than hereto- 
fore in supplying Gas-Light Companies in the dif- 
ferent States, both East and West. 

« We are now prepared to contract for the deliv- 
ery of the 

CELEBRATED STERLING COAL 

for the coming season ; also, Pittsburg and other 
varieties of GAS-COALS. 

You will therefore please to hottreen, 1 in relation to 
such contracts, F. BUTTS & CO 

Post-Office Drawer, 74, Cleveland, Ohio, 


AS-CANNEL COAL, 
AND 
APPARATUS, 


Surrump Br EMANUEL TURNER & CO., 
Export Offices, 34 Castle-st., Liverpool. 


See Advertisements in Vol. 1, of Ammrican Gas- 
Ticut JouRNAL. 








ANE & ANNIN, GAS, WATER 
and Steam Frrrinas, 
88 JOHNS-St., Cor. of GOLD, 
NEW-YORK. 

Manufacturers of the best. quality of all the va- 
r'eties of Connectio»s for Iron Pipes; both Mal- 
leable, Wrought and Cast Iron. Also Meter Cocks, 
Lamp Cocks, &c. 

Also, sole manufacturers of a New Meter Cock, 
which connects with Lead Pipe, forming a perfect 
joint without solder, Also, a connection for 
Lead pipe, without tne use of solder. 

GALVANIZED FITTINGS FOR PLUMBERS, 


Wrought lron Pipe of best quality, for sale 
Orders solicited. 


CONTRACTS MADE FOR HEATING BUILDINGS 
BY STEAM. 


DRAIN-PIPE. 


|) bcs PIPES, ENGLISH and 
AMERICAN, 

Garnkirk Chimney Tops, 

Plumbers’ Materials, 

Minton’s Encaustic Files, 

For Sale by 
MILLER & COATES, 
279 Pearl-st., New York. 
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MEDALS A THOMAS GLOVERS PATENT DRY 


SUFFOLK ST. CLERKENWELE:-GREEN. @ ALLEN ST. GOSWELL sT..~> Loness 
BOSTON, Mass., 1 Barrett Street,—Aveust 2, 1860. 


RICHARD GLOVER begs to inform Gas Companizs, and Contractors, that he has always on hand a large 
assortment of THomas Guover’s (of London) celebrated Dry Gas METErs. 

Tuomas GLoverR’s Meters have now been in use in the United States and British Provinces, for the last 
FourTEEN YEARS, and are extensively used by many Gas Companies, to their entire satisfaction ; and R. Guiover 
can with all confidence, refer to them in proof that Tuomas Giover’s Meters are—the most Prrrect in PrincIPLE— 
the most Correct in RegistRaTIoN—and more DurasBLeE than any other Dry Gas Meter made in the United States 
or Great Britain. R. Gover will at all times be glad to repair any Gas Meters sent him at the above factory. If any 
of them are of THomas GLovEr’s manufacture, and of a more recent date than THREE years, he will make no charge. 































DOWN & MERRIFIELD, 


Nos. 340, 342, 344 and 346 West Twenty-second Street, North River, NEW YORK CITY, 
MANUFACTUREKS OF 


WET AND DRY PATENT GAS-METERS, 


Pressure-Registers, Pressure-Indicators and Gauges, Station, Show, Customer, and Experimental Gas-Meters, Centre or Hydraulic Valves, 
Governors, Compensators for Exhausters, and the Standard Testing Gas-Holders* for Proving Meters, now used in the State of New York in 
compliance with an Act of the Legislature. Also, Bunsen’s Photometer, with complete Apparatus for working the same. 


*The standard of measurement of this Gas-Holder is given by Professors Torrey, of the U. S. Asssay Office ; Joy, ot Columbia College ; Gress, of the Free Academy 
aad several other distinguished scientific gentlemen. , 


JOHN J. GRIFFIN & CO., 


No. 7 BEEKMAN Street, and 76 West 37th Street, 
NEW YORK CITY, 


MANUFACTURERS OF WET AND DRY GAS-METERS, 


Station-Meters, Proving-Machines, Show-Meters, Test-Meters, Pressure Indicators, &c. 


All of our Work is Guaranteed to be of the First Quality, as well as the material, and for this we can refer to numerous Gas-Light Companies. y 



































JOSEPH LHNNIG & CoO., | 
Nos. 313 & 3165 NEW MARKEET-St., above Vine-St., Philadelphia, Pa., , 
MANUFACTURERS OF 


Fe OE ee ee 






WET AND DRY PHOTOMETERS, 


wes 


PATENT PRESSURE-REGISTERS 
¢ 
0 
GAS-METERS INDICATORS, ] 
’ , . 
: 
STATION; AND 
D 
D 
SHOW, CUSTOMER, GUAGES, ; 
Je 
AND. GOVERNORS, . METER - PROVERS, 
EXPERIMENTAL CENTRE-SEALS, : 
ts 
METERS, FLUID GUAGES, &c. : 
Hi 
i i ial iving fi Gas Offi nied with i f such 1 satisfaction, and the fact of a tried i for fourtee™ 
ear at eet iiell as 9 eevurity to parties desirous of eecuring the most reliable Instruments. We therefore recommend our Patent Dry Gas-Meter, believing it superio! A 
to any Meter manofactured. Mesers. J. Lenxia & Co. confine their sole attention to the business of Gas-METER making. - 
Our materials are the best in use ; the strictest attention is given to workmanship, and we guarantee entire satisfaction to all purchasers. 
Purchasets may at any time inspect our Works, and the materials of which our Meters are manufactured. We are fully prepared to execute all orders, upon the shortest 
notice, and it will be to the interest of parties to cal] upon us. g®~ Each Meter Tested Separately by a Sworn Inspector, and Sealed when desired. “GX & 


METERS REPAIRED AND FORWARDED WITH DISPATCH. - 
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WHERE GAS-WORKS AND WATER-WORKS 
ARE WANTED. 

We are now publishing regularly the names of the 
thirty thousand post-towns in the United States, so that 
builders of gas-works and water-works, and the various 
manufacturers may see where are new openings for busi- 
ness. And as each post master will receive several 
copies of the American Gas-Liaut Jovrnat, for distri- 
bution, the number thus circulated will probably exceed 
Three Million Copies. What a chance for advertisers ! 





POST-OFFICE TOWNS IN THE UNITED STATES. 
ARRANGED BY STATES AND COUNTIES, 
Shewing where Gas-Works and Wator-Works are Wanted. 





GEORGIA. 
152 Counties, 485 Towns, & Gas-Works, 2 Water-Works. 
(Concluded from page 199.) 

Lowndes County. 
Anderson, Griffin’s Mills, Piscola, 
Ava, Hahira, Radford’s Mills, 
Clyattsville, Morven, Tallokas, 
Flat Creek, Okapilco, Troupville, (c. h.) 
Grand Bay, 

Lumpkin County. 
Amicalola, Crozsville, Pleasant Retreat, 
Auraria, Dahlonega, (¢.h.,) Round Hill, 
Barrettsville, Juno, Smithville, 
Catoosa, New Bridge, Yellow Creek. 

MacIntosh County. 
Darien. (c. h ,) Johnston’s Station. South Newport, 

Macon County. 

Creek Stand, Hamburg, Montezuma, 
Etna, Lanier, (c. h ,) Oglethorpe, 
Grangersville, Marshallsville, Winchester. 


Madison County. 


Fort Lamar, 
Madison springs, 


Brookline, aoli, 
Danielsville, (c. h.,) Planter’s Stand. 


Marion County, 


Buena Vista, Glenalta, Poindexter. 
Church Hill, Pine Knot Mills, Tazewell, (c. h.) 
Fragoletta, Pineville, 
Meriwether County. 
Erin, Jones’ Mills, Warm Springs, 
Farmer’s, Magdalena, Warnervi. le, 
Flat Shoals, Vak Ridge, White Sulphur Spr’gs, 
Greenville, (c. h.,) Rocky Mount, Woodbury. 
Holly, 
Miller County. 
Colquit. 
Miiton County. 
Alpharetta. 
Mitchell County, 
Camilla, Gum Pond, Viola. 
Monroe County. 
Colaparchee, Johnstonville. Russellville, 
_ Culloden, New Market, Unionville. 
Forsyth, (c. h.,) Proctor’s Store, 
Montgomery County. 
Boxville, Little York, Seward, 
Hot House, Mt. Vernon, (c.h.,) Sterling. 
Morgan County. 
Buck Head, Fair Play, Madison, (¢. h.) 
Ebenezer, High Shoals, Rutledge. 
Marray County. 
Chaseville, Fancy Hill Spring Place, (c. h. 
Cohuttah Springs, Hassler’s Mills, Woodlawn. » 
Coosawattee, «Holly Creek, 


4 Muscogee County. 
Columbus, (c. h. ,) 


Steam Factory, Water Oak. 

Jamestown, Upatoie. 
: Newton County. 
Brick Store, Newborn, Rocky Plains, 

myers, Newton Factory, Sheffield, 
Covington, (c. h.,) Oak Hill, Snapping Shoals, 
Middle Ridge, Oxford, Starrsville. 

Oglethorpe County. 

Bairdstown, Maxey, Point Peter, 
Crawford. Millstone, Stephens. 
Lexington, (c. h.,) Philomath, 


Paulding County. 


Drake Town, Huntsville, 


Dallas, (c. h.,) 
De Soto, ‘tna, Pumpkin Vine, 


Pickens County. 


Jasper, (c. h.) Marble Works, Saunder’s Town. 
Jerusalem, Rich Meuntain, Ta king Rock. 
Pierce County. 
Blackshear, Zero. 
Pike County. 
Barnesville, Liberty Hill, Zebulon, (c. bh.) 
n, Milner, 
Polk County. 
Cedartown, Pumpkin Pile, Yellow Stone. 
Esom Hill, Van Wert, 
Pulaski County. 
Cross Lawson, Long Street. 


Creek. 
Hawkinsville, (c. h.,) 
Patnam County. 

Eatonton, (c. h ,) Rockville, 
Glades Cross Roads, Stanfordville. 
Hearnville. 
Rabun County. 
Pine Mountain, 
Tiger, 


Gime, 
lopton’s Mil 
Dennis, i, 


War Woman. 


Bent of Sarees, 





Randoiph County. 


Cuthbert. (¢. h..) Nochway, 
Georgetown, Odchodkee, 
Hamlet, Verona. 
Linwood, 


Richmond County. 


Allen’s, —~ 
Augusta, (c.b.,) 


Black Creek, 
Buck Creek, 
Halcyon Dale, 


Bladen Creek, 
Compton, 
Florence, 


Americus, (¢. h.) 
Andersonville, 
Bottsford, 


Belleview, 
Bluff Spring, 
Box Spring, 
Centre, 


Bull Creek, 
lang Branch, 


Butler, (c. h.,) 
Daviston, 


Cobbville, 


Hiawassee, (c. b.,) 


Antioch, 

Ashbury, 
Hoganville, 

La Grange, (c. h.,) 


Jeffersonville, 
Marion, (c. h.,) 


Blairsville, (c. h.,) 
Brasstown, 
Choestoe, 


Double Bridges, 
Flint River Factory, 


Irwinton, (ec. h.,) 


Bloomfield, 
Brooks 


Belair, 
McBeen Depot, 


Scriven County. 


Richmond Factory. 


Middle Ground, Ogeechee, 
Mill Haven, Scarborough, 
Mobiey Pond, Sylvania, (c. h.) 
Spaulding County. 
York. 


Stewart County. 
Friendship, 
Hannahatchee, 
Lumpkin, (¢- b.,) 


Sumter County. 


Danville, 
Lake Harr's, 
Plains of Dura, 


Talbot County. 


Geneva, 
Pleasant Hill, 
Prattsburgh, 


Millard, 
Richland, 
Scienceville. 


Pond‘town, 
Providence, 
Quebec. 


Quito, 
ked Bone, 
Jalbotton, (¢. h.) 


Taliaferro County. 
Oraufordsviile, (c.h.,) Rayton, 


Tatnall County. 
Matlock, 
Perry’s Mills, (c. b.,) 
Taylor County. 
Howard, 
New Agency, 
Telfair County. 


Lumber City, 
McRae’s Store, 


Terrell County, 
Dover, 


Thomas County. 
Eastwood, 
Glasgow. 
Grooverville, 

Station, 

Towns County, 
Mountain Scene, 


Troup County. 


Long Cane, 
Mountville, . 
O’Neal’s Mills, 


Twiggs County. 
Tarversville, 


Union County. 
Tvy Log, 
Mill Creek, 
Rose Hill, 
Shady Grove, 


Upson County. 


Thomaston, (c. b.,) 
The Rock, 


Sharon. 


Reidsville, 
Watermelon, 


Reynolds. 


Sugar Creek, 
Temperance. 


Oceola. 


Tatesville, 
Thomasville, (c. h.,) 
Youngsville. 


Mount Eolia. 


Troup Factory, 
Vernon, 
West Point. 


Twiggsville. 


Stock Hill, 
Track Rock, 
Young Cane. 


Thundering Springs, 
Waynmanville. 


Walker County. 


Cane Creek, Frick’s Gap, Pond Spring, 
Cassandra, Greenbush, Rock Spring, 
‘Catoosa Springs, High Point, Rossville‘ 
Cedar Grove, Lafayette, (c. h.,) Snow Hill, 
Chestnut Flat, Naoml, Villanow. 
Duck Creek, 
Walton County. 
Cat Off, Monroe, (c, h.,) Walnut Grove, 
Good Hope, Social Circie, Windsor. 
Loganville, 
Ware County. 
Burrell, Kettle Creek, Waresboro’ , (c. bh.) 
§ Strickland’s, 
' Warren County. 
Double Wells, May field, Tannville, 
Jubilee, Republican, Warrenton, (c. h.) 
Washington County. 
Curry’s Mills, Iewin’s Cross Roads, Tennille, 
Davisboro’ , Oconee, Warthen’s Store. 
Hebron, Sandersville, (c. h.,) 
Wayne County. 
Bennettsville, Satilla, Waynesville, (c. h.) 
Doctor Town, 
Webster County. 
Preston, Weston. 
Whitfield County. 
Anderson, Green Woods, Tunnell Hill, 
Dalton, Red Clay, Upper King’s Bridge, 
Fillmore, kural Vale, Varnell’s Station. 
Gordon Springs, Tilton, 
Wilcox County. 
Adams, 
Wilkes County. 
Centreville, Delhi, Rehoboth, 
Danburgh, Mallorysville, Washington, (c. h.) 
Wilkinson County. 
Cool Spring, McIntire, Stephensville, 
Gordon, Milton, Toombsborough. 


Worth County. 
Minten, 


Deer Land, 
Isabella, (c. h.,) Warwick. 


CoaL-O1L.— We have before noted the progress of the 

discoveries ot Petroleum in Western Pennsylvania, and 

descanted upon their present and prospective importance, 

to the neglect, perhaps, of an equally important subject, 

the manufacture of oil from cannel coal. Although those 

engaged in this enterprise have not been “ hiding their 

light under a bushel.” they have been qnietly at work, 

and there are now many coal-oil establishments, which 

have recently sprung up in our midst, that are doing a 

large business, Lest the good qualities of this coal-oil 

should be forgotton or overshadowed by the speculative 

excitement in carbon oil, we wich to call attention to the 

relative merits of the two articles. For this purpose we 

select the Lucesco and North American Coal-Oil Com- 

panies, which bave been in operation a year and a half 
—turning out immense quantities of oil. Both companies 
are composed nerg | of Pittsburg capitalists, and much 
of the products of their works are brought to this city. 

Both establishments are situated about thirty miles up 

the Alleghany. The Lucesco works are located on the 

river opposite Freeport, where quite a town has been 
built up, consisting of a store and some thirty dwelling 
houses, for the hands employed at the works, numbering 
one hundred. The buildings occupy a large area of 
ground, and tie company has several hundred acres af 
coal land, with innumerable veins of cannel coal running 
through it, from which an inexhaustable supply of the 
raw material necessary for conducting the business can 
be,obtained. Bituminous coal, which is used as fuel, is 
also abundant on their lands. The Lucesco Company 
employ ten of Alter & Hall’s revolving retorts, and a 
sufficient number of stills for turning out 1,200 to 1,500 
barrels per month of once distilled oil, which is about 
the average monthly product, being equal to 1,600 to 
2,000 karrels of crude oil. The North American Com- 
pany produce about the same quantity monthly, but all 
their oil is sold in the crude state, or after its first distil- 
lation. The Lucesco Company refine a large poition of 
their product, and have a converting capacity almost 
equal to the entire product of the works. To change 
the oil from its crude state into that in which it is re- 
tailed to consumers for the purposes of illumination, re- 
quires three distillations, and, in addition, some chemi- 
cal processes. The Lucesco Company have succeeded in 
producing a superior article ef oil, of which we have 
seen and burned a sample. it is almost free from odor, 
and that agreeable rather than otherwise, is limpid and 
transparent as water, with a straw-colored tinge, and 
burns with a clear, steady flame, giving a light almost 
as brilliant and more innoxious than gas. The relative 
value of coal and carbon oils, for illumination, is, in 
view of the recent discoveriesof the latter, and the quan- 
tities which will soon flood our market, a matter of inter- 
est in this community. 

It is claimed that coal-oil, while giving an equally 
brilliant light with carbon oil, is slower of combustion, 
and consequently, more economical. A gentleman, thor- 
oughly conversant with the chemical properties of both, 
has recently made some experiments with the oils and 
gas, the result of which is, one pint of coal oil, witha 
smali chimney upon the lamp, will burn twenty hours, 
while the same lamp will consume, in the same time, one 
and one-third pints carbon oil. The quantity of gas 
consumed in the same time was one hundred feet. The 
cost of the coal-oil, at the present retail price, would be 
ten cents ; of the carbon oil, thirteen and one-third cents, 
and of the gas (cheaper here than in any city in the 
world), fifteen cents. Thus, it will be seen, that coal- oil 
is one-fourth cheaper than carbon oil, and one-third 
cheaper than gas. As it is believed that coal-oil can be 
producéd at a cost equally as low as carbon oil, however 
spirited the competition, or abundant the natural supply 
ot petroleum, this fact gives a great advantage to coal- 
oil in the eyes of every consumer. The present whole- 
sale price of coal-oil is sixty cents per gallon for refined, 
and twenty-six cents per gallon for crude. Ino our opin- 
ion, no better nor cheaper light than good coal-oil can 
be produced, and the fact that this is the centre of the 
trade, is an important one for Pittsburgers. It was 
thought tbat the carbon oil discoveries would hinder the 
business of its production, but, as yet, it has had no per. 
ceptible effect, the sales being constantly on the increase 
—Pittsburg Post. * @ 


ys 
e 


SanpwicH, Mass.—Private works, built for the Boston 
and Sandwich Glass Company, supplying, however, @ 
few stores and private houses near the factory. 


PittsFieLpD, Mass.—L. Benedict’s works, with iron 
retorts, Dowu’s meters, and Smith’s gasholder. Pitts- 
burg coal, costing $94 per ton is used. The gas is re- 
ported to be of 15-candle strength, although no photo- 
meter is in use. Four miles of mains laid, of 3 to 8 
inches diameter. 





Extent oF SEwERAGE IN Cu1caco.—They have in Chi- 
cago torty-six and five-eighths miles of sewers—of which 
six miles have been laid in 1860. Of these forty-six miles, 
104,458 feet are in South Chicago. 67,357 feet in North 
Chicago, and 66,479 feet in West Cuicago. The sewers 
vary from one foot to six feet in diameter. There are 
1,824 man-holes for entering them. The total indebted- 
on account of this work to date is $656,924 24. 


Orrawa, Itu.—Charles Herrick & Co., builders of the 
gas-works ; preey retorts, from Thomas Hoadley, 
Cincinnatti, O ; William Coggswell’s iron retorts ; Code, 
Hopper & Gratz’ meters, and George Stacey’s gas- 
holder. Length of mains 5 miles, 2} to 6 inches dia- 
meter. Use lilinois coal at $2 50 per 2000 lb. (cheap 
sony almost). Gas made in 1859, say 3,250,000 cubis 
eet. 
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THE ROCK OILS OF OHIO, 
. ‘BY J. S. NEWBERRY. 


The mineral oils which have of late attracted so much 
attention in different parts of our country, and have 
assumed so important a place in the resources of Ohio, 
are not new substances to science, the arts, or even 
commerce. Under the names of “ Seneca oil, “ Barba- 
does tar,” “‘Naptha,” &., the different forms of Petro- 
leum have long been known, and extensively employed, 
especially in medicine, and will be found described in 
most treatises in chemistry and mintralogy. 

In larger or smaller quantities, Petroleum has been 
found in all countries, but hitherto in the greatest abun- 
dance in California, Trinidad, Persia, Circassia, and 
India. A district a few miles in extent in the latter 
country contains over five hundred wells, which yield 
more than 400,000 hogsheads of oil annually. It is there 
used for fuel, light, and painting. 

In the United States, oil springs were discovered in 
many localities by the first settlers; and the existence 
of those on Oil Creek, in Pennsylvania, and those of 
Northern Ohio, which have recently become so famous, 
has been well and widely known for half a century. It 
is only lately, however, that the value or abundance of 
the material which they supply has been suspected. 

The discovery of a mode of distilling eil from coal 
seemed to have furnished us the cheapest good illumina- 
tor that could be hoped for. Opening, as it did, a new 
and wide field for the industry and enterprise of the 
citizens of a State so rich in coal as ours, the number of 
those who engaged in the manufacture of coal oil was 
soon considerable, and the capital employed large. As 
safe and certain, pecuniarly, as this scheme for extract- 
ing oil from coal seemed to be, it was destined in a few 
months to be overshadowed, by a new growth, sprung 
from the seeds of its first fruits. Most naturally—but 
with very unexpected results—the attentien of chemists 
and refiners of the crude oils derived from coal, was 
turned to those which, distilled in nature’s laboratory, 
issued spontaneously from the earth. It was already 
known to some, and soon ascertained +y all, that these 
“natural oils,” by a simple and inexpensive distillation, 
would yield a large per centage cf a liquid fully equal 
in illuminating power to the best oil derived from coal 
—in a great degree free from the objectionable odor of 
coal oil, and less liable to smoke. 

Still, the quantity of petroleum attainable seemed 
quite too small to permit the hope that the enermous 
consumption of burning fluid could ever be supplied 
from that source. The spontaneous flow of oil trom 
springs, in the aggregate amounted to but few gallons 
yearly ; and the salt wells, in many of which petroleum 
existed—but only as a neglected and often troublesome 
product—furnished a wholly inadequate quantity. 

The salt wells, however, suggested to a thinking mind 
the effort to procure the oil as a distinct and indepen- 
dent object. To Col. Drake, of Titusville, Pa., we owe 
the demonstration of the practicability of obtaining 
large quantities of petroleum from holes drilled in the 
rock for that purpose. It required unusual boldness and 
energy to go into a new field, to sink the well, to pro- 
cure and set up the engine, in the face of general incred- 
ulity and much ridicule, led on by the hope ot pumping 
up & remunerative quantity of oil from the narrow orifice 
of afour-ioch drill hole. That scheme, though bold, 
was, as everybody knows, not a vain and fruitless one ; 
but the courage and perseverance which conceived and 
and executed it is resulting in wealth, not only to the 
pioneer in the enterprise, but to many others who have 
followed his jead. Already the amount of petroleum 
daily drawn from the wells bored to procure it in Penn- 
sylvania and Ohio, muy be safely estimated to be at least 
five hundred barrels; and the business of raising it is 
only in its infancy. 

Covering so wide a range of uses as this oil does, and 
Produced so cheaply, it seems destined to supersede a 
large part of the oils, both animal and vegetable, now 
consumed in the country, and to become a most impor- 
tant element in the resources of our State and the reve- 
nues of our people. Assuch it claims something more 
than the historical notice I have given of it ; and even 
demands as ful! a description of its character, uses, modes 
of occurrence, and processes of manufacture. as may be 
given in the present state of knowledge—such, indeed, 
as will best enable our people to discover and inake 
available all the depositories of this useful article which 
exist within the limits of our State. Nothing like a full 
exposition of this subject can be compressed, however, 
into the space which propriety assigns to this article, in 
the circumstances of its publication. 1 shall confine my- 
self, therefore, to the briefest possible sketch of it under 
the different heads enumerated above. 

NaturE AND ORIGIN OF PETROLEUM. 
«Petroleum is the common name for mineral oil, what- 
ever its color or consistence. These vary greatly : some- 
times it is dark, viscid, and tar-like ; from other locali- 
ties, almost transparent, very fluid, and volatile. More 
generally it basan oily consistence, a brown or greenish 
olor, and a strong characteristic odor. It may be re- 
gaided as a compound of several of a large group of 
bituminous substances, which ciffer much in their physi- 
cal characters, while they present a striking similarity 
of chemical composition. Of these. the two extremes— 
Asphaltum, a hard, black, solid, and Naphtha, an exceed- 
ingly light; volatile and transparent fluid—exhibit a 
marked contrast of form, yet they, as well as all the in- 
termediate members of the series are composed almost 
entirely of carbon and hydrogen. These h 
are considered by all chemists to be of organic origin— 
that is, to be derived from the decomposition of vege- 





table or animal tissue. Ordinary coal, which may 
be included in the same category, is of purely vegetable 
origin, whiJe some cannels and bituminous shales contain 
a portion of animal matter. Petroleum bas usually been 
produced from bituminized plants, but those varieties of 
it which are obtained from rocks filled with animal re- 
mains—as highly fossiliferous limestones—and which 
have a peculiarly strong and disagreeable odor, in virtue 
of the sulphur and nitrogen which they contain, are pro- 
bably for the most part of animal origin. 

The precise process by which petroleum is evolved 
from the carbonaceous matters contained in the rocks 
which furnish it, is not yet fully known, because we can- 
not in ordinary circumstances inspect it. We may fairly 
infer, however, that it is a distillation ; though generally 
performed at a low temperature. 

We know that vegetable matter—and the same may 
be said of much animal tissuae—when the conservative 
influence of life has ceased to act, if exposed to the action 
of moist air, is completely disorganized by a process 
which we call decay, which is in fact a combustion or 
oxydation. ‘his change takes place slowly, and without 
the evolution of light and heat—the usual accompani- 
ments of combustion—in a degree appreciable by our 
senses. Chemically it consists in the union of the oxy- 
gen of the air with the carbon, to form carbonic acid— 
with the hydrogen to ferm water, carburetted hydrogen, 
&c. Sulphur and nitrogen, when present, are given off 
in sulphuretted hydrogen and ammonia. 

When, however, carbonaceous organic tissue is buried 
in moist earth, or submerged in water, oxydation does 
not at once ensue or at least takes place to a limited 
extent, measured by the quantity of oxygen present. In 
these circumstances bituminization takes place. This 
process consists mainly in the union of hydrogen, from 
the tissue itself or its surroundings, with a portion of its 
carbon, to form carburetted hydrogen—which perhaps 
escapes—and the hydro-carbons constituting the bitu- 
men, which ueually remains as a black, pitch-like mass, 
investing the fixed carbon. By this process peat, lignite 
aud coal are formed, which are solids, and doubtless also 
some liquid and gaseous hydro-carbons which escape, 
When now we heat these solid bitumens artificially, at a 
sufficiently high temperature, if in contact with oxygen, 
combustion ensues, and water and carbonic acid are 
formed from them. At a lower temperature they are 
converted into gaseous hydro-carbons; still lower to 
oils. What we thus do by art rapidly, nature does as 
effectually when left to herself, but very slowly. 

We throw a piece of dry wood into the fire. In afew 
minutes it has run through all its changes and, as we say, 
it has been consumed. Exposed to the action of the 
* elements,” the same result would be reached in ten or 
twenty years. Buried under earth or water where oxy- 
gen was wholly excluded, and millions of years would 
find it still in the bituminous stage—its constituents hav- 
ing reacted on each other; and produced a complete 
change of physical characters, but almost without loss 
or gain. Exposed to the action ef the atmosphere again, 
spontaneous combustion again commences, and pro- 
gresses—though more slowly than at first—till complete 
oxydation has been effected. Coal, when exposed to the 
air, is slowly oxydized, as we know by examining the 
out-crop of a coal seam. The extreme edge of the stra- 
tum is almost wholly decomposed, resembling rotten 
woed. Thence to the point where atmospheric influences 
are not felt, a progressive change is noticeable, both 
physical and chemical ; the oxydizable constituents con- 
stantly increasing with its firmness and brilliancy. 

That which is true of combustion may also be said of 
distillation—or a change from a solid to a liquid, and 
thence to a gaseous form without oxydation. These 
changes in the hydrocarbon solids are but necessary 
preparatory steps in the process of their combustion. By 
the epplication of heat we produce them at will, and 
rapidly. They also take place spontaneously but slow- 
ly. Carburetted hydrogen is rapidly produced from 
bitumenous substances by artificial dry distillation. So 
it isevolved in nature, at low temperatures from sub- 
merged (and doubtless emerged) vegetable matter. It 
is also thrown off in immense quantities by the spontu- 
neous distillation of bituminous coal in mines. Doubt- 
less the same is true of the liquid hydro-carbons. Though 
less observable than than the gases, I think they may 
often, if not always, be detected among the products of 
decomposition of submerged vegetable tissue, This, at 
least, we may safely affirm : that their spontaneous pro- 
duction on a large scale in nature may generally be 
traced to extensive accumulations of bituminized vege- 
tation from which they have been derived. From this 
they are evolved by a kind of distillation, which differs 
from our artificial process in wanting (in many cases at 
least) the condition of high temperature, but including 
the perhaps no less potent elements of time and pressure. * 


Tue DistrisuTion oF PETROLEUM. 


A knowledge of where and how rock oil occurs in 
nature will be a useful guide to the repositories of it, 
which, without doubt, exist, though still unknown, 
within our State limits. I have already briefly alluded 
to its general distribution over the earth’s surface, and 





* The marked and almost constant companionship between 
petroleum and salt water, has suggested the thought that the 
chloride of sodium may have bad some chemical action on the 
bituminous matter fayoring its production. 

The facts that when distilled with a strong solution of sea salt, 
petroleum readily yields a large part of its naphtha, and asphal- 
tnm a portion of its petroleum, (Huguenet, Asphaltes e Naphtes, 
pp. 66, 67, 214,) seem also to favor thishypothesis. It remains to 
be proven, however, that this action can take place in nature’s 
laboratory at low temperatures—for it seems really necessary in 
some cases that the theory of the formation of petroleum sheuld 
not include the element of extreme heat. 








to the great quantities of it obtained from the shores of 
the Caspian Sea, the banks of the Irriwady, &&. It is 
also found in various parts of Europe, where it has long 
been made an article of commerce. The New World 
furnishes it in still greater abundance, and the most re- 
markable accumulations of petroleum and asphaltum 
known are those of the Island of Trinidad, West Indies, 
and of the southern coast of California. In Canada West 
are springs from which enormous qnantities of petroleum 
issue ; Of which, however, the value is impaired by its 
almost insupportable odor, Within the limits of the 
United States, it occurs on the shores of Seneca Lake, 
N. Y.,—whence the name of “Seneca Oil,” which has 
been given it—in Albany, Cayuga, and several other 
counties in the same State ; in many localities in north- 
western Pennsylvania, western Virginia, in Kentucky, 
Illinois, &c., &c. In Ohio, it has already been found in 
Noble, Adams, Franklin, Medina, Lorain, Cuyahoga, 
Trumbull, Mahoning, and other counties, and will doubt- 
legs be hereafter discovered in many places where it is 
not now known to exist. 

Petroleum occurs in the sedimentary rocks of all ages, 
from the drift deposits to the base of the fossiliferons 
series ; wherever, indeed, there is carbonaceous matter 
from which it could be formed. In Gneiss and Mica 
slate it is also sometimes discovered, but only in such as 
are evidently of metamorphic character. The great 
bituminous springs of California and the West Indies 
issue from Tertiary rocks; which also contain beds of 
lignite. Here volcanic agencies have, at a recent period, 
been in intense action, and the bitumen is apparently 
distilled from the lignites by subterranean fires. In our 
more immediate vicinity, the oil springs are mostly 
confined to the upper Devonian rocks, and in Ohio this 
is emphatically the oil horizon. 

Some of the petroleum from the area of the Alleghany 
coal fields in Pennsylvania, Ohio, Virginia and Ken- 
tucky, issues from the coal measures, but most of the 
salt wells, from which the oil is pumped, in the Kanawha 
region and along the Ohio and Alleghany rivers, though 
begun in the coal series, reach down to and often through 
the conglomerate ; so that in these cases also the oil is 
perhaps derived from the Devonian rocks. A few words 
on the general geological structure of Ohio will, I think, 
make the relative position of the oil-bearing rocks under- 
stood by all. 

The productive coal series occupies the south-eastern 
third of the State. Immediately beneath this group of 
rocks lies the carboniferous conglomerate—a coarse sand- 
rock, containing quartz pebbles. This has a thickness of 
from 25 to 300 feet, becoming thicker northward, and 
comes to the surface in a margin of varying width all 
around the edge of the coal basin. Under the conglome- 
rate, we find a series of clay-shales and fine-grained 
sand-stones—the equivalents of the Chemung and Portage 
rocks of the New York geologists—the Waverly series 
of the Ohio reports—which form the upper members of 
the Devonian system. These are the vil rocks. They 
come to the surface in a narrow belt extending from 
Portsmouth on the Ohio nearly northward to the vicinity 
of Lake Erie on Huron river ; theuce stretching east- 
ward parallel with the lake shore into Pennsylvania and 
western New York. 

Below the Waverly series is a heavy bed of bituminous 
rhale, 200 or 300 feet in thickness, called in Ohio the 
Black Slate, the equivalent of the Hamilton Shales of 
New York. This group contains an immense amount 
of carbonaceous matter ; and oil is often disseminated 
through it. Sometimes it runs out in springs; but the 
rock is so close that neither oil nor water can flow 
through it, except in the somewhat rare fissures which 
penetrate it. The oil springs of Canada West issue 
trom the Hamilton group. Below the Hamilton Shales 
is the Cliff Limestone, also Devonian, which forms the 
surface rock, over most of the western half of the State. 
This is a marine deposit, generally a very pure lime- 
stone, containing myriads of organic remains. In some 
localities the ** Cliff’ contains petroleum in cells or 
cavities. It is very dark, has a strong, disagreeable 
smell, contains sulphur and nitrogen, and is probably of 
animal origin. 

The Blue Lime stone series—of Silurian age—which 
underlies the “Cliff,” and is exposed about Cincinnati 
has not, to my knowledge, yielded any considerabie 
quantity of petroleum. 

I have said that the Waverly series—or the Chemung 
and Portage rocks—are the oil rocks of Ohio. By ‘this 1 
mean that they are the principal repositories of oil—the 
source from which we are mainly to derive. the millions 
of gallons which will be annually used in or exported 
from the State—the geological level along which we 
must look for new discoveries ef petroleum. 

That the oil originates in this group of strata is, how- 
ever, by no means certain. On the contrary, it seems 
more probable that it merely accumulates in them, a3 & 
convenient reservoir, when flowing from another source. 
These rocks are mechanical sediments, and are, in Ohio, 
generally destitute of organic remains, whether animals 
or plants. They are, however, often quite porous, and 
strong currents of water flow through them. The Hamil- 
ton Shales, on which they rest, contain an amount of 
carbonaceous matter probably equal to all that included 
in the coal measures. Here, I suspect, most of the oil 
originates. From this bituminous mass, as distilled by 
nature’s processes, it would rise through every fissure by 
the pressure of the incumbent rocks, or water, which 14 
specifically heavier. A few layers of the Waverly series 
are highly charged with the debris of vegetables and 
merine shells ; and these may generate some oil ; but for 
the most part what they contain is of foreign origin. The 
source to which I have referred it is so entirely sufficient, 
both as regards its position and character, that it seems 
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nneceseary to look farther.* Over nearly all the north- 
pn part of the State, where the Portage and Chemung 
rocks are exposed, petroleum may be found exuding 
them in greater or less abundance; but it is only at 
comparatively few points that it is found in a “ paying” 
quantity. F rigs 

The Oil Creek region in Pennsylvania is one of these 
series of oil centres. There the wells are sunk from 70 
to over 300 feet--often to, and sometimes apparently 
through the Portage group. The oil occurs at all depths. 
It is frequently found saturating the surface deposits, 
and the deepest bore has not reached beyond it. It flows 
in fissures with water, and that from neighboring wells 
differs much in quahty: all of which facts seem to indi- 
cate that it is derived from a somewhat remote source 
below. The oil of Titusville is very thin, varying shades 
of brown in color, and has a specific gravity of 35° to 
40° Beaume. 

Not very far distant from the Oil Creek district is that 
of Mecca, Trumbull county, Ohio. Here some 200 wells 
are being bored, and a dozen or more have been success- 
fully pumped. The geological level of the Mecca wells 
is the same as that of Titusville, but they are generally 
less deep ; varying from 30 to 200 feet, while most are 
about 50. The rock is a soft bluish-white sand-stone, 
with partings of clay-shale, sometimes quite saturated 
with oil. The yield of the wells is from 5 to 20 barrels 
each per day. The oil is much thicker than that of 
Pennsylvania, has a greenish brown color, and compara- 
tively little odor. Its specific gravity is from 28° to 30°. 
For many miles around Mecca signs of oil are found—in 
the wells sunk for water on the surface of streams, &c. 
—and the aggregate production of oil from that district 
will unquestionably be very large. 

At Lowellville, Mahoning county, thirty miles south- 
east from Mecca, a single well has been bored to the 
depth of 157 feet, and it is said to be now yielding some 
20 barrels of oil per day. This well is sunk through the 
conglomerate, which is there thin, and into the Chemung. 
The oil is similar in character to that of Titusville; is 
light, reddish-brown in color, and has a specific gravity 
of 38° Beaume. The oil enterprise at Lowellville is, as 
yet, in its infancy, but it seems probable that the quan- 
tity ultimately raised there will be large. 

At various places near Cleveland, and in the valley 
of the Cuyahoga, oil makes its appearance 3 generally 
flowing from the Portage rocks. Whether it will be 
found here in abundance is, at least, doubtful. 

At Grafton, Lorain county, and in Liverpool, Medina 
county, adjoining townships, the Portage rocks contain 
much oil; a number of wells have been sunk which pro- 
inise well, but operations are just commencing there and 
little oi) has been raised. The Grafton oil is darker and 
thicker than that of Mecca, having a specific gravity of 
about 25° Beaume, 

On Duck Creek, in Noble county, petroleum has been 
procured for many years from the salt wells. Within a 
few months past, wells have been sunk expressly for the 
oil with success, but how mueh is now raised there or 
what is its quality, I have not definitely learned. 


Tue Usss or PeTRoLeum. 


Petroleum has been employed as a medicine for many 
centuries, and large quantities are annually collected in 
the i land of Barbadoes and in the United States, to be 
used only as a remedial agent. Asan external applica- 
tion its efficacy in strains, rheumatism, &c., seems to be 
pretty well authenticated. Its medical properties when 
taken into the stomach are somewhat more doubtful, al- 
though it has been highly lauded as a remedy for tape- 
worm, and even for Asiatic cholera. Its value consists, 
however, for the must part in its adaptation to the wants 
of society in the arts. 

1, As anilluminator.—The lighter varieties of rock oil 
may be burned with a proper lamp in their natural state, 
but all yield on distillation from 50 to 85 per cent. of 
burning fluid, which affordsa remarkably powerful, ard 
at the same time, soft and pleasant light. No lamp. as 
far as I am aware, has yet been invented in which it can 
be well burned without a chimney; but those now so 
generally used for coal oil, are equally well adapted for 
its use. In these it burns with a brilliancy fully equal to 
that of the best oil distilled from coal, with less tendency 
to smoke, with no offensive odor, and lasting as long. 
Its tight is superior to that of the purest sperm oil, and 
at present prices costs less than half as much. Affording 
#0 brilliant, so portable, and so safe a light, at so small 
price, it possesses every requiste for a popular illumina- 
tor ; and must ultimately supersede all those now in use 
except gas, which, though more expensive, is less trou- 
blesome than any lamps can be, and hence will continue 
to be used to some extent in towns, 

2. As a lubricator.—The rock oils. which like those of 
Mecca and Grafton, have, in their natural state, a thick 
and oily consistence, and not a very offensive odor, are 
excellent lubricators for machinery as they come from 
the wells—not being liable to gum, and retaining, toa 
great degree, their fluidity in the coldest weather. Care 
should be taken in the use of the crude oil as a lubricator, 
to see that it is free from fine sand, which is sometimes 
mechanically mixed with it asit is pumped up. It is 
even probable that all such oils would be improved by 
subjecting them to a hasty distillation to rid them of 
any foreign matter they might contain. The Mecca oil, 
when thoroughly washed. has been used by a number of 

* In confirmation of the view that the oil of the Portage and 
Chemung rocks for the most part rises trom the Hamilton Shales, 
it may be said that at Titusville, Mecca, Grafton, &c., the oil is 
found exuding from cracks in the surface rocks, coming up from 
below, and saturating the soil ; and that, in boring, the most ahun- 
dant flow of oil is also obtained from vertical erévices at very un- 


’ @qual depths, in noles closely approximated, 





engineers, and so far as 1 have heard, to their entire sat- 
isfaction. In the process of refining, all the varieties of 
— yield a proportion of heavy lubricating oil. 

he quantity of this is proportionate to the specific gray- 
ity of the crude oil, and its fluidity will depend on the 

uantity of burning fluid abstracted from it. Among 
the crude or manufactured petroleums, then, we may ob- 
tain, ata comparatively small price, lubricators of any 
degree of consistence, from that of lard to the finest oil, 
which if properly prepared, will not gum nor corrode 
metal, and will keep journals cool, 

The consumption of petroleum for this purpose must 
be immense. There are some railroad companies whose 
annual expenses are more thav $25.000 for lubricators 
alone. A single manufacturer in England (Youug) tes- 
tified in court to having manufactured and sold over 
400,000 gallons of lubricating oil iu one year, at about one 
dollar per gallon. This oil was distilied from coal. The 
white oil of New York, and several pateat lubricators 
used in this country, are rold in large quantities for a 
dollar or more per gallon, while the mixed lard, fish and 
coal-oils, largely employed, and, indeed, all the lubri- 
cators in general use, command a price fully double what 
an equally good article made from petroleum can be 
furnished for. 

8. As paint oil—Petroleum has as yet been used for 
painting, in this country, but to a very limited extent, and 
the experiments made, though very satisfactory, as far as 
present appearances go, have no had the test of time ap- 
plied to them. In the old world the rock oils have been 
quite extensively employed in painting, and have served 
a very good purpose in that connection. The Mecca vil, 
in its natural state, has been used in painting several 
houses, outside and within, white and brown, and ap- 
parently with entire success. The oil was boiled with 
“dryen,”’ precisely as linseed oil is treated, and mixed with 
lead and other paints. It formed a good body, covered the 
wood well, dried rapidly and perfectly ; aud now seems 
smooth and hard,and has no odor. Ali that can be 
asked is that it shall hold out as it has begun. The 
lighter petroleams—as that of Titusville and Lowellville 
—are not as well suited to painting, as they come from 
the wells, being too thin, like spirits of turpentine ; the 
heavier portion of them, however, when separated by 
distillation, may be, and, indeed, has been, successfully 
applied to that purpose.- It is highly probable, there- 
fore, that some portion of the rock oil raised from our 
wells, will find a market as a painting oil. 

4, As a fuel —Should petroleum ever be produced 
in such abundance as to glut the market, and the 
price be reduced to fifteen cents per gallon, it will be 
used as a fuel on steamboats, locomotives, and else- 
where—wherever, indeed, a highly concentrated, porta- 
ble and manageable fuel is required. The superiority 
of oil over coal for generating steam consists in: 1st. Its 
greater heating power, pound for pound. 2d. Its more 
comptete oxydation in the furnace. 3. Its combustion 
in immediate contact with the surface of the boiler and 
flues. 

Much discrepancy of opinion exists as to the true mea- 
sure of this difference ; some experimenters claiming that 
one pound of oil is worth as much for the generation of 
steam as ten of coal ; others only two or three. 

We know that in the Cornish engine, one of the most 
effective, only about 15 per cent, of the heat generated by 
coal is utilized. In an engine with a properly con- 
structed oil furnace, itis claimed that no such loss is ue- 
cessary, but that at least half the heat generated is used. 
If this is so—and I see no reason for doubting it— one 
pound of oil is certainly equal to four or five of coal for 
making steam. It is easy te see on this supposition, 
that for ocean steamers, for locomotives, &c., oil has great 
advantages over coal, as equal heating power would be 
included in one-fourth of its weight and rpace. The fur- 
nace would be less massive and heavy ; the engine would 
feed itself with fuel as with water; there would be no 
ashes, &c., &c. 


/Move or Ratsiné Rock-O1, 


The process ot raising the oil is very simple, and may 
be described in a few words. In localities where it exists 
in quantity, it makes ils presence known by floating on 
streams or pools of water; by imparting its peculiar 
taste and smell to the water in wells; by flowing out 
spontaneously in springs. 

When these evidences of oil are present, it is bored for. 
If the rock is covered with a thick coating of earth or 
quickeand, cast-iron pipe is driven down toit. If the 
earth is not more than fifteen to twenty feet thick, a 
pit is usually sunk, The drilling is usually done with iron 
or wooden rods, or both combined ; the diameter of the 
hole being generally three or fourinches. If oil is found, 
and the flow of water is profuse, it is enlarged to five or 
six inches. Great care should be taken in boring to see 
that the hole is round and perpendicular. Neglect of 
this will render it difficult to set the pump properly. If 
not filled with water, the condition of the well may be 
learned by throwing the sun’s rays into it from a small 
mirror. 

The oil is pumped up by steam. the pump being of 
copper or iron ; the engine of a power proportioned to the 
depth of the well and the quantity of water raised with 
the oil. For most of the wells, a five-horse power engine 
is amply sufficient. Much care is required in setting the 
pump, so as to draw from the‘oil crevice. Barren wa- 
ter veins are stopped off by a seed bag—a leather jacket 
placed around the pump, filled with dry flaxseed, which, 
expanding when in place, forms a perfectly water-tight 
packing. 

The oil and water, when raised, are thrown into large 
vats, when the oil; being lighter, separates from the 





water of the first vat flow over @ weir into the seconds 
and thence perhaps into a third ; the water running onx 
of orifices near the bottom of each. From the last vat it 
is drawn off into iron-bound casks, and is ready for 
market, 

The present price of crude rock o1 from Titusville, 
Pa., ia New York, is 40 cents per gallon—an advance 
of ten cents within a few days. 

The cost of raising the oil will vary in different places, 
according to the depth of the well, the distance to and 
hardness of the rock, the price of labor, &. At Mecca, 
Grafton, or Liverpool, O., the cost of a well 100 feat 
deep, in working order, will be as follows: 





Boring 6 inch well, 100 foot... .... c.ceccccs sdeesmaddqwenss 250.09 
PET SIO SEONG bis 60 ose deede <ald qo akin kas V8aaeneaeaee 160 60 
et, & OU BOWOE. o 5. os casa decancaacee seenecaaeeeen 509 00 
Three tanks, 12 by 16 by 4 feet.........ccce-secccccees ps» 90°00 

$1,000 00 
Engine and tank house..........sec-cecccececeserseseses 500 00 

$1,500 00 


This estimate includes all freight, laber,&c. By many 
it will be thought high, but where all the work is done 
by paid employees, it is not too much, but probably euffi- 
cient. 

At Mecca are some paying wells less than 50 feet 
deep, which began to make returns when but $200 had 
been expended on them. In Ohio the case will be an 
exceptional one where a successful well costs more than 
$1,000, before it begins to earn something. 

When put in operation, a good well soon pays for it- 
self ; the cost of running it being sma!l in proportion to 
the profits. The average daily expense of carrying ona 
10 barrel well may be estiznated at $25 to $30, viz. : 











WOR NORE 5 ho ik es «+. <0 5.45 ac ares ee eee« <nsas cuter Caen $3 C0 
EWG COREE WOOK Sos. 2. occ cc acces cocescsecccdecccncscageees 3 00 
Tem barrels... cecccccedccccccccccccvccccceccveseveedceed 20 00 
ee PP PEC TECCEEER TET OTT OTE OL . 1.00 
$27 00 

Product, 400 galls. oil, say 25 eents.......... cece cece cose 100 00 
Ten barrels (allowed price).........-seseceseee cence ecoce 30,00 
110 00 

Bape 2.680). A679. a het AE 
Da PONG bic sod < ass 04 s ices spaereuawee coos $83 00 


The expenses, yield and profits of a well now in operation near 
Lowellville, are at present as follows : 














Labor, fuel and inciGentals.............0+:-e eee soeeeeeee 6¢O 
Viet OR MU DOEEOIs « «5c aanec ec cecac.inrccgeechoqsensndegast aera 
$26 00 

Product, 800 galls. oil, worth at well 30 cents............. 240 09 
EXpens08...cccccccsccccccrscs-sesccssccccccccsscesccces 26 00 
PGING SPIER bates cst «ss cha ttiniessaden eke ees $214 00 


Of this, one-eighth goes to the owner of the land, 
Tre Move or Refining PETROLEUM. 


I had intended to give a brief description of the meth- 
ods of purifying rock oil now pursued, but the space 
which my letter already occupies, forbids anything but. a 
mere allusion to it. More than this is the less necessary, 
as the process of refining petroleum is similar to, but 
simpler than that followed in rectifying crude ceal-oil. 

Those who are interested to pursue this branch of the 
subject, will find some of the distinctive features of the 
treatment of petroleum in the specifications of De la Rue’s 
patent (English) for refining the Rangoon petroleum, 
and in the circulars issucd by Messrs. Schieffelin Bros., 
New York. 

As yet, ihe attention of refiners of coal-oil and petro- 
leum in this country has been confined to the products 
most readily derived from them, viz. : burning fluid, lu- 
bricating oil, and paraffine; but the European mannufac- 
tures have demonstrated that the process may be profitably 
carried much farther, and that other and more valuable 
secondary products may be derived from (nose first men- 
tioned. By the re-distillation of the light oil, they ob- 
tain: Ist. Benzole, worth from 10 to 20 cents per pound. 
This is exteusively used as a selvent for india-rubber, 
gutta percha, &c.,and for extracting oil from wool be- 
fore dyeing it, grease from clothing, carpets, gloves, &e.. 
&e. 2. Nitro-Benzole, which has the taste and smell of 
oil of bitter almonds, and is used for the same purposes. 
This is worth $1 per pound. 30. Aniline, a dye used fc: 
producing the fashionabie color Mauve—$5 to $8 per 
pound. 4th. Pure violet Aniline powder, $250 to $325 
per pound, 

All these may be obtained from the natural oils, per- 
haps in as great abundance, and as easily as from those 
distilled from coal. 

There are two questions, which will hardly fail to sug- 
gest themselves to any one who shail read what precedes : 
These are—Ist, What will be the relation of supply and 
demand in regard to the rock oils in future ; and 2d, 
Will the oil weils be individually permanent? 

These questions are of not only high scientific interest, 
but of such practical impertance that thousands of dél- 
iars would be cheerfully paid for full and truthfal answers 
to them. wnfortunately, however, such answers cannot 
now be given by human wisdom ; all the knowledge 
hitherto gained, and all the experience of the past being 
insufficient to enable any one to predict with certaitity 
the issue of a case like the present, in some respects with- 
out a precedent. 

The supply of rock oil is evidently destined, for pre- 
sent, at least, to be large, so large that the business of 
raising it must come down from a speculation to a com 
mon sense practical business. 

The market, though prospectively almost unlimited, is 
for this product, not only new, but in a great measure yet 
uncreated. Time must el before the substitution ‘is 





water and floats on fts surface. The surface oil and 


made by society of this article for that now in tise, Medh- 








































































































































































































































































218 


THE AMERICAN GAS-LIGHT JOURNAL—JANUARY 15, 1861. 





—, 





‘time, and perhaps permanently, the supply will so fully 
meet the salen. that onl a who are favorably situ- 
ated, who have wells which furnish a article in large 
quantity, and pay little or no rent, will make large sums 
of money by them. 

When we reflect that some 50,000,000 of gallons of oil, 
of various grades, are used annually In the United States, 
for purposes which may be as well and more cheaply 
served by rock oils, and that Europe offers a still wider 
market for them, quite as good as our own, we shall see 
that there is little prospect of the rock oils becoming 
wholly valueless, even if every weil should continue to 
flow with its maximum yield, and their number,should be 
greatly multiplied. 

Whether each well will continue to yield a constant 
quantity of oil if steadily pumped through a series of 
years, isa more difficult question than that of the mar- 
ket or the aggregate supply. Its solution must be a mat- 
ter of experiment. 

The wells of India, and the banks of the Caspian, have 
afforded a very large and constant supply of oil for sev- 
eral hundred years. The petroleum springs of Hit, from 
which the ancient Babylonians took the imperishable ce- 
ment for their Cyclopean walls, still continue to flow ; 
and the same may be said of the oil springs of Zante, 
mentioned by Herodotus. They yield apparently as 
much to-day, as they did 2,500 years ago. 

On the other hand it may be said with truth, that the 

troleum springs of Gabian, Ain, and Auvergne, in 

rance, yield now a much smaller quantity than they 
formerly did, and that the wells of India, Syria, Zante, 
&., have never suffered the exhaustive drain of the 
steam pump. 

One would scarcely expect that the salt sparsely,dis- 
seminated through saliferous sedimentary strata—the 
source from which most of our salt works are supplied— 
would be a more permanent and reliabie product of the 
wells bored to obtain it, than is the oil, and yet while it 
is true that salt wells have failed, it is also true that 
such failures are the exception, and permanence the 
rule. 


The steam pump may, and probably will, drain local 
reservoirs, and its powers of suction may exceed the 
generative capacity of limited areas. We must expect 
that somo wells will fail, but the history of those largest 
and most successfully pumped in the oil region so nearly 
constant in their yield, and effecting each other so litile, 
gives satisfactory evidence that theirs is no ephemeral 
tunction, and has inspired a confidence in the perma- 
nence of oil wells which is to-day stronger than ever 
before. 





<> 
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A Raw Manvracrory—A.Lmost.—The Richmond Dis- 
says : “ A gentleman who resides near Boydton, 
Mechlenburg county, Va., has aspired to a new sciepce— 
that of controlling the clouds, in order to cause it to rain 
at will. With the view of attaining this end, he has 
built a rain tower, thirty feet diameter at the base, 
which size it retains to the height of forty feet. To this 
height it concains four flues, each seven feet in diameter. 
The number of flues is then reduced to two, which rua 
up twenty feet higher, the top of structure reaching an 
altitude of sixty feet, at a cost of about $1000. The 
modus operondi of causing rain to fall is as follows: The 
fiues are filled with ery pine wood, which is set on fire, 
aud kept up until the desired effect is produced on the 
elements. His theory is, that the great heat produced iu 
the air above the tower will cause the clouds to concen- 
trate over it, when plenty of rain will fall in- that vicini- 
ty. The originator of this novel idea, is said to bea firm 
believer in the practicability and utlity of his invention, 
notwithstanding the fact that, after repeated trials, dur 
ing which he consumed hundreds of cords of wood, his 
tower failed tou produce the desired effect on the unpro 
ious heavens, he having been a great sufferer trom 
ught during the entire epring and summer.” 


Coat Mines.— Coal is very widely distributed over the 
world, although some countries are more favored than 
others. England, France, Spain, Portugal, Belgium, 
Sweden, Poland, and Prussia have their beds of coal. It 
isalso found abunduntly in Asia, Africa. and South Ame 
rica, but nowhere is the’coal formatio: more extchs.vely 
displayed than iu the United States, and nowhere are its 
beds of greater thickners, more convenient for working. 
or of more valuable quality. There are within the limits 
of the United States no less than four coal-fie!ds of enor- 
mous dimensions. One of these, the Appalachian coal 
field, commences on the north, in Pennsylvania and 
Ohio, sweeping south through Western Virginia and 
eastern Kentucky and Tennessee, it extends even into 
Alabama. I's area is estimated at about 60,000 square 
miles. A second occupies the greater portion of Illinois 
and Indiana: in extent almost equal to the Appalachian. 
A third covers the greater portion of Missouri, while a 
fourth occupies the greater portion of Michigan. Just 
out of the limits of the United States, in New Brunswick 
and Nova Scotia, there is still a fifth occupying, accord 
ing to Mr. Lyell, an area of 36,000 square miles. Besides 
these. toere are several others ot less extent.—Le Cont’s 
Smithsonian Lecture. 


Laxcastzr, Pa.—Originally, (1849) Rosin Gas-Works 
altered in 1853 to- Coal Gas-Works by John C. Cresson, 
Heq,, and are reported as very good. Rosin gas did not 
pay. Iron retorts from Miller and Fellenbaum ; meters 
of all kinds from Code, Hopper & Gratz exclusively ; 
2 gasholders of 25.000 and 40,000 c.f. from Joseph 


a) 6 miles pipe from 3 to 8 inches; Westmoreland | ¢he 


$5 10 per 2,000 Ibs. ; 
ne debts. 


charge for meters $1 50 per 
are under $20 ; and best of all, have 





ON THE OCCURRENCE OF THE HYDRO-: of the same composition (C,H,) and of identical proper- 


CARBON C. H: IN COAL GAS. 


In describing the explosive red compound* which he 
obtained by passing a current of street gas through an 
ammoniacal solution of dichlorid of copper, Bosttgert 
(Ann. Ch. u. Pharm., cix, 353), called attention to the 
tact that an abundant evolution of gas ensues when the 
compound is treated with moderately concentrated chlor- 
hydric acid. This gas has recently been more carefully 
examined by Berthelot (Comptes Rendus, 1, 805), who 
finds its composition to be C,Ha, and calls it acefylene, or 
quadricarbide of hydrogen. It is evidently the proto- 
type of a series of hydro-carbons, the general formula of 
which is C2,H.®-,. According to Berthelot, acetylene 
is formed whenever olefiant gas, or the vapor of alcohol, 
ether, aldehyd, or of wood spirit, is passed through a red 
hot tube. It is termed also when the vapor of chloro- 
form is brought in contact with red hot copper: and is 
moreover a constituent part of illuminating gas, Of the 
foregoing sources, ether furnishes it in the greatest abun- 
dance. In whichever of these methods the gas may have 
been prepared, however, it is always mixed with a large 
quantity of other gases, fromjwhich it must be separated 
in the manner indicated by .Boettger before it can be 
obtained in a state of purity. 

Acetylene is a colorless gas, somewhat readily soluble 
in water, having adisagreeable and characteristic odor, 
and burning with a very luminous and smoky flame. Its 
sp. gr.==0'92 ; it has not been liquefied either by cold or 
pressure. Mixed with chlorine it detonates almost imme- 
diately even in diffused day-light, carbon being deposited. 
When exploded in the eudiometer, 1 volume of acetyiene 
consumes 2°5 vois, of oxygen, and forms 2 vols. of car- 
bonie acid. Its formula represents 4 vols. of vapor. 

In general the properties of this gas are similar to 
those of olefiant gas (C,H,); and by combining with 
bromine, sulphuric acid, the elements of water, and with 
hydrogen, it torms compounds parralel to those formed 
in similar cases by olefiant gas. 

{In a technological point ot view this gas is of great 
interest ; for not only is Berthelot’s observation of the 
first importance in itself as a contribution to the chemis- 
try of gas-lighting, but further investigation of the sub- 
ject will no doubt lead to the elucidation of several of 
the vexed questions upon which gas engineerB are at va- 
riance. For example, the fact that a quantity of useful 
gas—probably much more luminous than an equal bulk 
ot olefiant gas—is produced when the latter is strongly 
heated, must be a most acceptable support to those who 
advocate “ high temperatures” as the best system of gas 
making ; a8 it must also materially modify the prevailing 
notion that the luminiterous properties of olefiant gas 
are entirely destroyed by such treatment. In a word, 
those who from theoretical premises have satisfied them- 
selves that the employment of * high temperatures” in 
gas making is pernicious, and have theretore opposed this 
system, must reconsider their argument.t 

Again, the knowledge that a lumini‘erous gas so readily 
soluble as acetylene occurs in coal gas, is a subject most 
worthy the consideration of those gas engineers who ad- 
vocate the use of much water in the purification—or who, 
in the terse language of the opponents of their system, 
** would ‘ scrub’ the life out of the gas!” 

The occurrence of acetylene, and no doubt of some of 
its homologues, in illumiuating gas, is moreover another 
evidence of the error, siill trequently fallen into by che- 
mical writers, of attributing all the luminiferous power 
of coal gas to the olefiant gas, and homologues of the 
series C.°H.", contained in it. The incorrectness of 
which view has b-en shown by Frankland, (Ann. Ch. u, 
Pharm.. \xxiv. 57. See clso )xxxii, 1,) by Lewis Thomp- 
son (Ure’s Dictionary of Arts, &., 4th edit., Boston, 
1853, i, 438), and by others, and has been recognized, we 
believe, by every chemist who has latterly made a special 
study of the technology of gas making. 

Berthelot promises soon to publish the results of his 
examiration of the compounds which acetylene forms 
with chlorid of copper and with nitrate of silvert and of 
mercury, and of the analogous compounds which the last 
two salts form with olefiant gas. He also alludes to a 
method of i:olating olefiant gas, the publication of which 
can hardly fail to interest gas makers. 

It is to be Loped that in the same connection M. Ber- 
tholet will make some slight allusion to the labors of 
Edmund Davy, (Annalen der Pharmacie, xxiii, 144 ; from 
the Records of General Science, November, 1836, through 
Journal de Pharmacie, Mars., 1837, p 148), who obtained 
trom the decompo-ition by water of the brown mass— 
“ carbide of potassium ’”’—which occurs in the prepara- 
tion of potassium from burnt tartar and charcoal, a gas§ 





* This explosive compound has also been described by Quet, (Comp- 
tes Rendus, 1858, xlvi, 905), who obtained it when the gas prepared 
by decomposing alcohol by a series of electric sparks waa treated 
with an ammoniacal solution of dichlorid of copper. It was observed 
in 1889—long before the experiments of the chemists above men- 
tioned—by lrof. Torrey, ot New York, on the occasion of its occur- 
rence in the copper service pipes at that time in use for distributing 
gas. (Se@ AMERICAN GAS LiGHT JOURNAL, Uct.; 1859; Repertoire de 
Chime Appliquee, i, 493 ; compare Boettger’s Notisblatt, 1860, xv, 

), (note). : 

Tt we would in no wise affirm either that the researches of Ber- 
thelot and Boettger have demonstrated the excellence of the system 
of high temperatures, or that it would be advantag in practi 
to decompose olefiant gas for the sake of the resulting acetylene, 
nor would we in any way imply that the constantly increasing 
growth of this system 1s due to the good quality of the gaa pro- 
duced—for this last is in many instances most certainly not the 
case ; the rise and progress of the system abroad having been 
mainly due to a most unhealthy competition among rival gas com- 
panies. We urge only that the system of high temperatures con- 
tains one favorable element which had hitherto been overlooked by 


? . 8. 

{Com Boettger, loc. cit., also Vogel and Reisshauer, in Kopp 
“ny This gas ve giakes by Leopold Guadiia 

gas was umene in his Hand 
Book (Cavendish Soc. Ed. , viii, 150). : 











| ties with that which forms the subject of this notice, 


Besides this, the observations of Courbe, (Annales de 
Chimie et de Physique, 1838, (2,) lxix 184; compare 
Gmelin’s Hand Book, x, 411, and xi, 395), should be re- 
membered. In a liquid which was deposited by illumin- 
ating gas (from rosin) when this was subjected to pres 
sure, Courbe detected compounds, (for example, “ B= 
CioH., and “*F’’=C,,H;,), which accord with the gene- 
ral formula of the acetylene series, and which in view of 
their origin would seem to be entitled to a place therein, 
at least until their right to the position shall have been 
disproved. So also, perhaps, with the campholene ((,, 
H,,) of Delalande, (Ann. Ch., e¢ Phys., [3], i, 125). 

While the labors of these chemists do not in the Jeast 
degree detract from the intrinsic value of Berthelot’s 
observations, they should nevertheless neither be lost 
sight of nor passed over in silence.] F. H. 8, 
— Silliman s Journal. 


———~9 


Gas 1n Enguanp.—The owner of the gas-works at 
Whitby, Mr. Anthony Atkinson, M. A., is erecting new 
works, at a considerable outlay,on a site between the 
river Esk and the railway. It is expected that-they will 
be completed soon. The railway company has contract- 
ed with the proprietor for the supply of gas for fourteen 
years. The price of the public lights has been reduced, 
and a uniform charge of 5s. per 1,000 cubic fect is made to 
private consumers, instead of 6s. 8d. as heretofore —— 
The Plymouth and Stonehouse Gas Company, from the 
29th of September, have reduced their price to 3s. 4d. per 
1,000 cubic feet. i 

Under the operation of the Metropolitan Gas Act, 
the directors of the South Metropolitan Gas Company 
have reduced the price of gas 4d. per 1,000 feet. The 
Phonix Company has reduced the price 3d. per 1,000 
feet. It is anticipated that a similar reduction will 
shortly be made by the Imperial Company. 

The Surrey Consumers’ Gas Company have declared 
their usual dividend of 8 per cent per annum for the 
half year last past. The net profit amounted to £6,609 
odds, out of which a balance of £1,227 was carried over 
to the account of unappropriated profits, after payment 
of the 8 per cent. 

The Manchester Gas Committee report that the sale of 
gas continues steadily to increase, the rental for the 
past year having amounted to £154,658 4s. 2d., being 
an increase of £9,403 6s, 2d. upon the rental of the pre- 
vious year, notwithstanding the reduced price which 
during the last six montisas been charged to private 
consumers Within the city. ‘I'he gross profit amounts to 
£64,779 14s, 10d., a8 against £58,789 13s. 4d. the pre- 
vious year; leaving—aiter deducting for interest, 
£16,255 12s. 4d., and on Sinking Fund account, £13,306 
5s. 6d,—a surplus of £35,217 17s. divisible between the 
improvements aud water-works departments. From the 
pressure, apparertly, made by the Local Gas Consumers’ 
Associations, who are bent on having their gas at 3s. 9d., 
and object to the city improvements out of gas profits, 
the gas committee aud council have resolved on further 
reductions in price acccrdiug to quantity consumed, the 
lowest to be 3s. 8d. for 1,500,000 feet and upwards per 
quarterly consumption, and the highest 4s. tor quauti- 
ties under 200,000 cubic feet. Beyond the city, the 
prices are to range from 4s, 2d. to 4s. 6d. 

The Sheffield Gas Company directors report their diy- 
idend tor the halt yeur to be the maximum of 10 per 
cent. on old, and 8 per cent. on new stock, leavinga 
surplus of £2,269, which will raise the reserve fund to 
its conditional maximum, being now £6,903 ; so that the 
directors contemplate a further reduction in price. They 
therefore propose at once to reduce the charge for their 
gas to 3s. 9d. to the general consumer, and they antici- 
pate a greatly increased consumption when they shall 
have reduced it to 3s, 6d.— London Builder. 


Gas 1n Russia.—About eighteen months ago a com- 
pavy was formed for lighting St. Petersburgh with gas, 
The works have now been successfully started ; upwards 
of fifty miles of main pipes are laid, the greater portion 
being the larger sizes, trom 12 to 36 inches diameter. 


ON A HITHERTO UNOBSERVED Source OF PaRArFIN.— 
At a meeting of the Chemical Society, held in London, 
Nov. Ist, 1800, Professor Bolley, read a paper in which 
he observed that paraffine has hitherto been considered a 
product of the action of heat on certain vegetable and 
mineral substances. In some experiments made in the 
Technical Laboratory of the Swiss Polyt-cnic School, on 
the varieties of coal used for the production of illumin- 
ating gas, Boghead shale was treated with various re- 
agents, for the purpose of extracting some of its proxi- 
mate constituents. With ether, it yielded an extract 
containing’ a substance which the author considers to be 
paraffine. He thinks it probable that paraffine exists, a8 
such, in several of the materials trom the distillation pro- 
ducts, of which it has hitherto been prepared, such a8 
peat, shale, lignite, &c., and that the process described 
affords a convenient method of testing such substances 
for its presence. 


Crvcixnati, O.—Coal Gas-Works built by the Com- 
pany. Use iron retorts from S. S. Asheraft, Cincinnati ; 
3 station meters of which 1 is from Crosby of London, 
and 2 from Code, Hopper & Gratz ; about 6,000 meters 
nearly allof which are from Code, Happer & Gratz; & 
few from Glover ; the 2 tong gas-holders were built by 
George Stacey, of Cincinnati, trom drawings and specl- 
fications prepared by the Engineer, John Jeffrey, a 
and 1 small one by Connolly, also of Cincinnati. Use 
Pittsburg coal mt 12 cents per bushel of 74 lbs.; 2,688 
cubic inches. Bonded debt about $80,000, at 8 ae 
& better security to-day than the United States 4 
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oN UTILIZING THE GASES EVOLVED IN 
SMELTING IRON ORE INTO PIG:TRON. 


The question of “ Utilizing the Gases evolved in 
Smelting Iron Ore into Pig Iron,” was the subject of a 
aper read at Birmingham, England, by Mr. Samuel 
Lloyd, Jr., of the firm of Lloyds, Fosters & Co., iron- 
masters, &c., at a meeting of the Institution of Mechani- 
cal Engineers, in that town, held Wednesday, October 
3], The mode of effecting this object, which was treated 
and recommended in Mr. Lloyd’s paper, was the plan pa- 
tented by Mr. C, E. Darby, of the Brymbo Ironworks, 
near Wrexham. The following account of the invention, 
abridged from Mr. Lloyd’s paper, is from the circular of 
Mr. Griffiths, of Wolverhampton, England : ; 
An important paper was read by Mr. Samuel Lloyd. 
Jr.. of the Old Park Works, Wednesbury, on “ the gases,”’ 
at the Institution of Mechanical Engineers, Birmingham— 
Mr. Henry Maudslay, (London) in the chair. A large 
number of ironmasters, managers of ironworks, and 
other scientific men attended the meeting, Amongst 
those present may be mentioned Mersrs. J. Fenton, of 
the Low Moor Works; W. Mathews, of Corbyn’s Hall 
Works; N.Solly, of Willenhall Works ; Charles Coch- 
rane, of Middlcsboro’; Mr. Edwin Jones, engineer at 
Mesers. Lloyd’s, Fosters & Co.'s; Mr. J. A. Shipton, of 
Leamington, and other engineers and proprietors in this 
and other districts. The most important subject brought 
betore the society was Mr. Samuel Lloyd’s paper on the 
Gases and their Application, or as Mr. Lloyd describes 
it, Open or Close top Furnaces. The gases generated by 
the combustion of the fuel in blast-turnaces have been 
busbanded in Frauce for a number of years, and render- 
ed available not only for generating steam, but heating 
the hot-air ovens with success. More recent'y efforts were 
made in England to apply the gases evolving from Kng- 
glish furnaces to useful purposes. Several scientific gen- 
tlemen in the Staffordshire district made the attempt 
trom 1842 to 1857. but failed in their laudable efforts. 
In the meantime, Mr. C. E. Darby, of the Brymbo Iron- 
works touk out a patent in the latter year, 1857, which 
not only made out a prima facie case on the face 
of the specification, satisfactory to scientific men, 
but in practice at the Brymbo Works amply verified the 
scientific principles elucidated in the specification, and 
from this moment the useful ignition of these gases has 
been available under this patent for the whole of the 
iron districts, it having been worked successfully at the 
Brymbo Works, in Wales, ever since. The principle in- 
voived in Mr. Lloyd’s paper was, whether or not open or 
close-top furnaces were the most economical and safe 
mode of conducting the gases to the point of ignition. 
Mr. Lloyd’s plan, or Mr- Darby’s patent, consists of a 
large pipe in the form of a syphon,-dipping down the fun- 
nel head of the furnaces a few feet below the top of the 
load, and being connected with a chimney or shaft of suf- 
ficient height, a very large portion of the gases are at- 
tracted through this syphon, and ignited by means ot 
conducting tubes under the steam-bgilers, or hot-air 
ovens, wherever combustion is required. The advan- 
tages of the Brymbo patent conrists in the safety which 
it offers against explosions in the conducting tubes or 
other accidents, the practice being to keep the furnace 
regularly filled, giving the syphon an opportunity of 
drawing out the accumulating gas, and by this means 
preventing continuous combustion at the the top of the 
furnace, which otherwise would take place at this par- 
ticular point if the gas was allowed to evolve there in 
its ordinary plenitude; at the same time, if from any 
cause the production of the gases becomes in excess of 
the quantity absorbed by the ordinary action of the 
draught exerted by the shaft or chimney upon this sy- 
phon, then the area which encircles the syphon pipe at 
the top of the furuace has free access to evolve the su- 
perabundant gas through the funnel head, which af- 
fords a simple and infallible safety-valve against explo- 
sions, and pressure in the furnace, which under this state 
of things might supervene. It must be borne in mind, 
however, that to work this patent effectually, the filling 
must be properly attended to, and the material always 
kept above the orifice of the syphon pipe, which dips 
several feet into the top of the furnace. This plan has 
been tried with complete success by Messra, Lloyds, Fos- 
ters & Co., at Wednesbury ; it is now in perfect action 
at one of their furnaces at the Old Park Works, and 
the gas from this one furnace generates the steam at five 
steam boilers, and is quite equal to producing all the 
steam required for the blast engines there, which exert 
100 horse-power. Mr. Lloyd stated that this patent 
would save 2s. per ton on the iron manufactured under 
the Brymbo patent, and that the gross saving for the 
South Staffordshire district would not be less than 
£72,072 per annum. He stated that there were 126 far- 
naces in blast in our district (which is quite correct). 
Taking the make at an average of 110 tons per week, 
gives a total make per week of 13,860 tons, which at a 
saving of 28, per ton per week, shows a weekly gain ot 
£1,386, or an annual saving of £72,072, as stated above, 
lor this district alone. The vast importance of this sub 
Ject has induced us to notice Mr. Lioyd’s paper fully, 
feeling, as we do, that this encouraging statement will 
induce the South Staffordshire ironmasters forthwith to 
avail themselves of the important advantages which the 
experiment at Messre. Lloyds, Fosters & Co., proves be- 
yond a doubt, to be within the reach of all. it may be 
48 well to inform the trade that Schneider, Hannay & 
0.3 well known hematite works, at Barrow, were 
opened, and the gases worked under this same Mr. Dar- 
y's patent; they have worked successiully on this 
Plan ever since, and as these are admitted to be the model 
Works of all England, making the largest quantity of 
iron, of the best quality, the least amount of 





fuel to the ton of iron of any known establishment, 
nothing we think can more cogently convince the South 
Staffordshire trade of the soundness of Mr. Lloyd’s paper 
than the eminent success of the Brymbo patent at the 
Barrow Works of Schneider, Hannay & Co. The paper 
was listened to with the greatest interest. Mr. Mathews, 
ot Corbyn’s Hall, and Mr. Charles Cochrane, of Middles- 
boro’, and Mr. N. Solly, addressed the audience on the 
subject.- Mr. Lloyd likewise addressed the meeting, ex- 
planing his large-colored diagrams satisfactorily to the 
assembly.— Phil. R. R. and Mining Register. 
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AN ACT TO PROVIDE FOR THE INSPECTION 
AND SEALING OF GAS-METERS, AND FOR 
THE PROTECTION OF CONSUMERS OF IL- 
LUMINATING GAS. 

PassEp APRIL 14, 1859. 


The People of the State of New York, reprisented in Sen- 
ate and Assembly, do enact as follows: 


Sgcrion.1. The Governor of this State shall nominate, 
and by and with the consent of the Senate, shall ap- 
point an inspector of gas meters, who shall reside in the 
city of New York, whose duty it shall be, when required, 
to there inspect, examine, prove and ascertain the aecu- 
racy of any and all. gas meters_used or intended to be 
used for measuring, or ascertaining the quantity of illu- 
minating gas furnished by any gas light company in this 
state, to or for the use of any person or persons, and 
when found to be or made correct, to seal, stamp or 
mark all such meters, and each of them, with some suit- 
able device ; such device shall be recorded in the office 
of the Secretary of State. 

§ 2. Such inspector shall hold his office for the term 
of five years from the time of his appointment, and until 
the appointment of his successor, but may be removed by 
the Governor for sufficient cause ; and he shall receive 
an annual salary of fifteen hundred dollars, to be paid in 
the first instance out of the State Treasury on the war- 
rant of the Comptroller. 

§ 3. Such salary ehall be charged to and paid into the 
State treasury by the several gas light companies in this 
State, in amounts proportionate to the amounts of the 
capital stock of said companies respectively, to be ascer- 
tained and assessed by the Comptroller of the State : and 
in case such gas light companies, or any or either of them 
shall refuse or neglect to pay into the State treasury the 
amount or portion of said salary which shall be by seid 
Comptroller required of them respectively, for the space 
of thirty days after written notice given by said Comp- 
troller to them respectively, to make such payment, then 
the said Comptroller may maintain an action in his name 
of office, in any court of this State, against any such 
delinquent gas light company for their said portion or 
amount of such salary, with interest thereon at the rate 
of ten per cent. per annum, from the time when said 
notice to make such payment was given, and the costs of 
the action. 

§ 4. It shall not be lawful for any corporation, com- 
pany or person, at any time after this act shall take 
effect, to furnish and put in use any gas meter which 
shall not have been inspected, proved and sealed by said 
inspector, except during such time as said office of in- 
spector shail be vacant, or said inspector, after request 
made, shall refuse or neglect to prove and seal the me- 
ters furnished for that purpose, and except the meters 
in use when this act takes effect, and which may be 
removed for examination or repairs. 

§ 5. That every such gus light company shall provide 
and keep in and upon their premises a suitable and pro- 
per apparatus, to be approved and sealed by said in- 
spector of meters, for testing and proving the accuracy 
ot the gas meters furnished for use by said company, 
and by which apparatus every meter may and shall be 
tested, on the written request of the consumer, to whom 
the same shall be furnished, and in his presence if he de- 
sire it. If any such meter, on being so tested, shall be 
found defective or incorrect to the prejudice or injury of 
the consumer, the necessary removal, inspection. correc- 
tion and replacing of such meter shall be without ex- 
pense to the consumer ; but in all other cases he shall 
pay the reasonable expenses of such removal, inspection 
and replacing ; and in case any consumer shall not be 
satisfied with such inspection of the meter furnished to 
him, and shall give to the company written notice to that 
effect, he may have such meter reinspected by the State 
inspector (if he require it) upon the same terms and 
conditions as above provided for the original inspection 
thereof. 

§ 6. Upon the application, in writing, of the owner or 
occupant of any building or premises within one hundred 
feet of any main Jaid down by any such gas light com- 
pany, aud payment by him of all money due from him to 
the company, the company shall supply gas as may be 
required for lighting such building or premises, notwith- 
standing there may be rent or compensation in arrear, 
for gas supplied, or for meter, pipe or fittings furnished 
to a former occupant thereof, unless such owner or occu- 
pant shall have undertaken or agreed with the former 
occupant to pay or to exonerate him from the payment 
of such arrears, and shall refuse er neglect to pay the 
same ; and if, for the space of ten days after such appli- 
cation, and the deposit of a reasonable sum as in this act 
provided (if required), the company shall refuse or ne- 
glect to supply gas, as required, the company shall for- 
feit and pay to such applicant the sum of ten dollars, and 
the further sum of five dollars for every day thereafter 
during which such refusel or Bogient shall continue ; pro- 
vided that no such company shall be required to lay ser- 
vise pps for the purposs of eupplying gas to any appli- 





eant, where the ground in which euch pipe is required to 
be laid shall be frozen, or shall otherwise present serious 
obstacles to laying the same ; nor unless the applicant, 
if required, shall deposit in advance with the company a 
sum of money sufficient to pay the cost of his portion of 
the pipe required to be laid, and the expense of laying 
such portion. 

§7. That every such gas light company may require 
that all, each and every person or persons to whom such 
company shall supply, or shall be requested to supply gas 
for lighting-any building, room or premises, deposit with 
such company a reasonable sum of money, according to 
the number and size of lights used or required, or pro- 
posed to be used for two calendar months, by such per- 
sons or person, and the quantity of gas necessary to sup - 
ply the same, as security for the payment of the gas rent, 
or compensation for gas consumed, or rent of méter, pipe 
and fixtures, to become due to the company, provided, 
however, that every such gas light company, shall allow 
and pay to every such depositor legal interest on the 
sum by him deposited, for and during the time his de- 
posit shall remain with the company. 

§ 8. Any officer or other agent of any such gas light 
company, for that purpose duly appointed and author- 
ized by the company, may, at all reasonable times, upon 
exhibiting a written authority, signed by the president 
or secretary of the company, enter any dwelling, store, 
building, room or place lighied with gas supplied by such 
company, for the purpose of inspecting and examining 
the meters, pipes, fittings and works ior supplying or 
regulating the supply of gas and of ascertaining the 
quantity of gas consumed or supplied, and if any person 
shall, at any time, directly or indirectly, prevent or hin- 
der any such officer or agent from so entering any such 
premises, or from making such inspection or examination 
at any reasonable time, he shall, ior every such offense, 
forfeit and pay to the company the sum of twenty-five 
dollars. 

§ 9. If any persons or person supplied with gas by any 
such gas light company shall neglect or refuse to pay 
the rent or remuneration due for the same or for the meter, 
pipes or fittings, let by the company, for supplying or 
using such gas, or for ascertaining the quantity consumed 
as required by his or their contract with the company, 
or shall refuse or neglect, after being required so to do, 
to make the deposit in this act mentioned, and thereby 
authorized to be required, such company may prevent 
and stop the gas from entering the premises of such per- 
sons or person ; and in all cases in which any such gas 
light company is or shall be authorised to cut off, pre- 
vent or stop the supply of gas from any premises, their 
officers, agents or workmen may enter into or upon any 
such premises, between the hours of eight o’clock in the 
forenoon and six o’clock in the afternoon, and separate, 
take and carry away any such meter, pipe, fittings or 
other property of the company, and may disconnect any 
meter, pipe, fittings or other works, whether the property 
of the company or not, from the mains or pipes of the 
company. 

§ 10. Every person who shail wilfully or fraudulently 
injure or suffer to be injured any meter, pipe or fittings 
belonging to any such gas light company, or prevent any 
meter from duly registering the quantity of gas supplied 
through the same, or shall alter the index of any such 
meter, or in any way hinder or interfere with its proper 
action or just registration, or shall fraudulently burn the 
gas of said company, or waste the same, shall, for every 
such Oflense, forfeit and pay to such company the sum of 
twenty-five dollars, and in addition thereto shall pay to 
said company the amount of damage by them sustained 
by reason of such injury, prevention, waste, consumption 
or hindrance. 

§ 11. Every person who shall lay or place, or cause to 
be laid or placed, any pipe to communicate with any 
main or pipe belonging to any such gas light company, 
or shall otherwise burn or use, or cause to be burned or 
used, any gassupplied or manufactured by said company, 
without having the same passed through the meter fur- 
nished for measuring and ascertaining the quantity of gas 
supplied to and consumed by such person, shall forteit 
and pay to said company the sum of fifty dollars, and in 
addition thereto shall also pay to said company the 
amount of damage by them sustained in consequence, or 
by reason of such forbidden act. 

§ 12. This act and its provisions shall not be deemed 
applicable to companies engaged in supplying natural 
gas to consumers. 


HD 


CoLumBus, Gzo.—Rosin gas-works built by the late 
firm of Perdicaris & Hoy, Trenton, N. J., are quite 
satisfactory. Have iron retorts only, of course, of 
Brown & Co.’s make, Columbus, Geo. ; Code, Hopper & 
Gratz’s station and customer meters ; Hoy’s gas-holder ; 
Mcllhenny’s photometer. Report dividends 5 per cent., 
semi-annually. = 

Lyncupore, Va.—Another of Perdicaris & Hoy’s 
works, but for coal-gas. Merrick.& Son’s iron retorts in 
use ; Code, Hopper & Gratz’s wet and dry meters ; Mer- 
rick & Son’s gas-holders. Some 8 or 10 miles of pipe 
laid, ranging from 2 to7 inches, Are abandoning ce- 
ment for lead joints. Clover Hill coal is carbonised, cost- 
ing 20 cents per bushel of 70 lbs. Superintendent is Mr. 
Jas. Cleland, who promised us further particulars. 


CeLumBia, Pa.—Gas-works built by John E, Carver, 
and are satisfactory. Iron retorts, from Merrick & Sens. 
Wet-meters, trom rogers & Jones, Phenix Co., and Ham- 
mond; dry-meters, irom Code, Hopper & Gratz. Gas- 
holder, from Merrick & Sons. Use Westmoreland coal, 
at $6 25 per 2000 lb. Mr. Caldwell promised us a fall 
history ef the company. I 
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AMERICAN GAS-LIGHT JUURNAL 
is published on the Ist and 15th of every month 
and is epecially devoted to 
LIGHT, HEAT, WATER-SUPPLY, axp SEWERAGE. 

Its purpose is to ascertain and make known all new discoveries 
ia the «ci and ical applicatien of LicHt, and pro 
mote thereby the interests of com sanies and consumers; to en- 
courage and aid the ‘nt oduction of Pours Warer from Lakes and 
Rivers into T wos and Cities and to improve the system of Sswsr- 
age, Ventitation. and MrainaGx everywhere. 

Incidentally with these results, the business of all Gas and Steam 
Fitiers and Plumbers; the er-ction of Gas- Works and Water- Works ; 
the consumption of Coals, the manufacture and consumption of Coal- 
Oils, the manufacture of Gas-Pipe. Water-Pipe, Steam-Pipe, Gas 
Fixtures, Gas-M ters, Water-Meders. Retorts of iron and clay, and 
their varied apparatus ; of Drain Pipes, Ventilating, Heating and 
Dredging Machines will be increased immeasurably 

Tegxe ake 20,009 CITIES avD TowNs tn THE UNITED STATES. CAPABLE 
@F SUPPORTING GAS WORKS, WHILE THER¢ AkB NOT 40 GAS-WORKS LN 
@PBRATION IN THE WHOLE Country |! |! 

New works are n: w springing up, however, every week, and they 
will continue to increase rapidly hereafter. 

Advertisers of Gas-Coals, Coal-Oil, Water, Steam, Sewerage and 
Ventilating apparatus, and of Iren and Brass manufactures, &c. 
will find the American Gas-LicuT Journal the most desirable an 
efficient medium of any in the United States, going, as it does, 
direct to the parties interested in those subjects. 
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On page 170 of the JournaL, it was mentioned 
that the Rev. W. R. Bowpircu, of Wakefield, Eng- 
land, had announced a new process for the purifica- 
tion of gas from bi-sulphuret of carbon, and some 
extracts were given from the paper of that gentle- 
man, originally published in the London Chemical 
News. Mr. Bownrrcn has recently taken out a 
patent for “Improvements in the purification of 
coal gas and of coal oils,” the principal innovations 
of which are the use of damp clay conjointly with 
acids, or metallic salts, in addition to lime or hydra- 
ted peroxide of iron, and passing the gas through 
purifiers filled with pounded clay, slacked lime, or 
hydrated peroxide of iron “ heated below redness.” 
The modus operandi of this invention is as follows : 
The gas, on its way from the condenser, is made 
to pass through a leading purifier, containing 
four tiers or riddles. The two tiers nearest the 
inlet are charged with clay which has been employed 
in the ordinary purifiers and subsequently exposed 
to the air. The next tier is charged with an acid or 
solution of a metallic salt suitable for rémoving 
ammonia; and the fourth tier with clay, in the 
same manner as the first and second. 

From this leading purifier the gas passes through 
a second, containing one tier of fresh clay, and the 
remaining tiers of lime or hydrated peroxide of iron. 

From the second purifier the gas is passed 
through a third, where it is subjected to the action 
of pounded clay, slacked lime, or hydrated peroxide 
of iron, at an elevated temperature. It is advised 
that this purifier be constructed of cast iron, not 
more than four feet in length, with a door at each 

.end, and it may be placed in such position as will 
allow no gas to pass through it without coming in 
contact with the heated materials used to effect the 
absorption of the impurities. These materials are 
so placed in the apparatus as to present a depth of 
about three feet, through which the gas traverses. 
Heat is applied by means of a steam jacket, which 
is deemed a much safer method of elevating the 
temperature than the use of direct heat. The ma- 


terial employed is cleansed of dust and particles too 
fine for use by means of a bieve made of wire gauze 
of 49 meshes to the square inch, the coarse part 
only being used, which should be in pieces not 
more than }th to $ths of an inch indiameter. The 
gas, after traversing the heated material in the third 
purifier, is cooled in the ordinary way, and lastly 
passed through cold purifiers, in the usual manner, 
filled with materials for abstracting sulphuretted 
hydrogen, ammonia, and carbonic acid. 

The peculiar advantages of this process, as claim- 
ed by its inventor, are that by the use of pounded 
clay the sulphur compounds, other than sulphuret- 
ted hydrogen, are more easily removed from the 
gas, and that by the operation of the heated mate- 
rials they are entirely decomposed, the sulphur 
combining with hydrogen to form sulphuretted 
hydrogen, the carbon being oxidized and converted 
into carbonic acid, and the ammonia, pass on to the 
last purifier in the series, where they are entirely 
removed in the ordinary manner. 

It would be injudicious to express a decided 
opinion as to the value of this patented process, 
without making some practical examinations of its 
merits. Mr. Bowprrcs has already been before the 
public in connection with another patent for the 
employment of clay instead of lime in dry purifiers, 
in which he stated that not only was the purification 
perfect, but that the illuminating power of the gas 
was increased 22 per cent. Mr. Lewis THompson, 
who made a practical examination of this process, 
pronounced it a failure in every respect, and his ad- 
verse opinion led to a controversy between them, 
in which considerable bitterness of feeling was 
exhibited on both sides. In this war of words the 
reverend inventor had decidedly the worst of the 
contest, and his opponent established indisputably, 
that common clay had not the slightest effect, either 
in removing bi-sulphuret of carbon, or in increasing 
the illuminating power of the gas. 

Another patent for purifying gas has been recent- 
ly obtained in England by Mr. Crorz, in which the 
improvements consist of shale, spent shale or other 
aluminous matter and sulphuric acid which are mix- 
ed together in about equal porportions, and placed 
upon trays in an ordinary dry lime purifier. The 
mixture is to be used until test paper indicates that 
it has become saturated with the impurities in the 
gas, when it is to be replaced by fresh materials. 

Whether the processes above mentioned possess 
any practical value, or whether they have been in- 
vented only to be placed in the same category with 
numerous other so-called improvements, which have 
been tried and found wanting, remains to be seen. 
Notwithstanding the many new processes and 
patents, we speak within bounds when we say that 
lime is yet the main dependence of the gas-works 
in effecting’ the purification. This substance was 
first brought to the notice of the public as a material 
for absorbing the impurities generated in the manu- 
facture of gas by Mr. Epwarp Hearn, who obtained 
a patent dated June 12th, 1806 for the use of lime 
in dry purifiers,and the patentee also mentions in 
his specification, the use of several metallic oxides 
for the purpose of absorbing sulphuretted hydrogen, 
and among them includes oxide of iron, which 
latter substance has since been patented as a new 
invention by a number of individuals, some of whom 
are well known in connection with the gas-light in- 
terest in Great Britain. Lime has been almost uni- 
versally employed since then, either alone, or 
conjointly with some metallic oxide or salt, despite 
the innumerable improved processes for which such 
marvellous efficiency has been claimed. In most 
instances the only benefits these patents have con- 
ferred, have been in the shape of fees to reward the 
ingenuity of the solicitor through whose instrumen- 
tality the formidable documents have been obtained. 
Patent after patent has been taken out, and process 
after process described for the better purification 
of gas then could be effected by means of lime alone, 
and yet it may be asked in all sincerity cui bono? 





Gas still contains some impurities,‘ although these 





are much less in quantity and possess far less power 
of doing mischief than some alarmists are willing 
to admit. We doubt whether any other single 
branch of manufacture can boast of as proportiona- 
bly a large number of patents, so closely resembling 
each other in the main points, and granted in the 
same time, as that of illuminating gas. Many of 
these patents have been essentially similar, though 
differing in some minute particulars, and after having 
been tried they have been generally thrust aside, 
and the employment of lime, cither wet or dry, 
resumed. So repeatedly indeed have these new in. 
ventions been proved useless, and productive only 
of additional outlay and trouble, that many gag- 
engineers are averse to trying any new experiments, 
and prefer to let well enough alone by keeping the 
beaten track with which they are well acquainted. 

Among the various substances which have been, 
recommended and some of them been the subject 
of patents, are the following ; sulphate of soda, sul- 
phate of lime, muriate of lime, various acids, chlo- 
ride and sulphate of lead, ammonical water ; oxides 
and salts of iron, manganese, zinc, copper, nickel and 
antimony, charcoal, alum, and number of other sub- 
stances. Of the above, several are efficient in at- 
taining the desired result, but the expense attend. 
ing their use renders them objectionable, and 
forbids their being employed on a sufficiently large 
scale to be of practical value. 

Theoretically, the purification of gas seems to be 
no difficult matter. The impurities are well known 
and they are readily dectected and arrested in 
the experimental laboratory of the chemist. But it 
must be remembered that the analyst in operating 
upon small portions of gas, is not restricted in the 
employment of rare chemicals and pure re-agents by 
economical considerations, and hence the superior 
advantage he enjoys,and the ready facility with 
which he is enabled to absorb these subtle admix- 
tures, and to resolve them into new compounds in 
which their various reactions can be examined at 
pleasure. What is yet wanted is a plan based upon 
sound theoretical principles, which will prescribe 
the use of such re-agents as have an undoubted 
affinity for the base ingredients in gas, and which 
will be, withal,so economical in cost, as to render 
its adoption a matter of practical value. 

ee 

Nzuw AppiicaTion OF Prat.—Some improvements in 
manufactures from peat have been patented by M. 
Hodgson, of Ballyreine and Merlin Park, and Mr. P. M. 
Crane, of the Irish Peat Works, Athy. The invention 
consists in preparing from peat, in its natural state, 
blocks, slabs, or pieces of any size, form or thickness, 
which blocks, slabs, or pieces are said, when so prepared, 
to be useful and economical in the construction of parts 
of buildings, and for various other useful purposes. They 
place these blocks between cloths of woven or texile fab- 
ric, or other suitable material and the peat is placed be- 
tween thelves, and submitted to hydraulic or other pres- 
sure. The water is entirely forced out and the peat. 
solidified, and drying is effected either by exposure to 
the atmosphere, or in a room heated artificially, or by 
any any other process. They are then put again between 
the plates of a hydraulic or other press, and extreme 
pressure put on them. If the product of their invention. 
be required for use for inside work in building, such as 
partitions, linings, inside roofing, or for other work, as ® 
non-conducting substance, they do not require other 
further preparation than shaping, provided they are not 
to be exposed to wet. But the slabs or pieces used for 
roofing (instead of slates, tiles, or other things of that 
nature,) they prepare to resist the wet or action of the at- 
mosphere by steeping them in or saturating, or coating 
them with, some fitting material to resist wet, such, we 
presume, as pitch.—Builder. 


Concorp, N. H.—Coal Gas-Works built by Burleigh & 
Lord, of Somersworth, N. H., and entirely satisfactory. 
Use iron retorts only, from the Manchester, N. H. Iron 
Works. Meters from Samuel Down, N. Y. and Thomas 
Glover, London. 2 gas-holders of about 18,000 .f. 
wach, built by Somersworth, N. H. Machine Co.; 12,miles 
of 8 to lioch pipes. Use English Cannel at $12 and 
Pictou coals at $6 per ton. Made 3,500,000 c{f last 
year. 


Doronsstsr, Mass.—Joho Ford built the gas-works, 
‘Brisbee & Endicott furnished the iron retorts ; the Boston 
: Gas-Meter Co., the wet-meters, and Croll, Rait & Co., 
‘the dry-meters; Oliver Smith, the gas-holder. Use 
: Pictou coal, at $4 to $5 per ton of 2,240 lbs. Mr. Car- 
| ter, the agent, has lately left this company, and gone to 
\ the works which he built at Keene, N. H., as mentioned 
kon December 1, Hae? 








i a al dt i i i i 


freer neo—F Ona wm ert es ae se Oe oe ee 


San J 






ee eee Pe =e Tle 


| le aad 


i 


231 





THE AMERICAN GAS-LIGHT JOURNAL.—JANUARY 15, 1861. 





NOTICE. 

Mr. V. Harotp Myers, No. 156 South Fourth 
Street, Philadelphia, is the sole agent of the American 
Gas-Licut Journat for the State of Pennsylvania. 

Mr. Myers has “ opened the ball” since January 
Ist, with several desirable advertisements and 
subscribers, and we cordially recommend him to 
the enterprising manufacturers of that state as our 
intelligent and energetic agent, through whose hands 
orders will reach us safely and be satisfactorily 
filled. 

Our Agents in London, England, are Messrs 
Trusner & Co., 80 Paternoster Row, who are au- 
thorised to obtain subscriptions and advertisements 
for us. Single copies of the American Gas-Licur 
JournaL will be always on sale at Messrs. ‘TRUBNER 
& Co’s. counter. 


We want a first class active agent in Vincinnati, 0. 
408 


BUSINESS DEPARTMENT. 
Messrs. C. A. Vankink & Co., of Frankford, near Phil- 


adelphia, have taken a prominent place on our first page |\ 


to offer their varied manufacturss to the trade. Messrs, 
Vankirk & Co’s. establishment is well known as being on 
an extensive scale and they have recently opened a ware- 
house and sales-room in the city of Philadelphia. 

Messrs. W. J. Grirvitras & Co., also of Philadelphia, 
enter our columns to day, for the first time, their exten- 
sive tube-works, to which particular attention is called. 

Gas THERMOMETERS are advertised to-day ; also a Pho- 
tometer Apparatus and room, with fittings complete. 

The disastrous effect of our political follies upon 
general business has not touched the gas and water appa- 
ratus to a serious extent, showing their freedom from the 
ordinary distressing influences of trade. We await 
patiently a settlement of this wicked quarrel before pre- 
senting to our readers an improved and enlarged Jour- 
nau. Until that desirable time we shall go along at half 
speed. 

THE HonoRaBLe THE LicHTHoUsE Board advertise a 
new light on the south-east coast of Africa. 

Tak Srreet DepartMent invite proposals for repairing 
the public lamps. 

Attention is called to the announcement that Mr. V. 
HaroLp Myers is an agent in Philadelphia, and Messrs. 
TRUBNER & Co. in London. 

————~+- 8 


Visit To THE Brooxtyn, N. Y., Warer-Worxs.—The 
Commissioners of the Brooklyn Water-Works, with 
a number of invited guests, including in the number the 
Mayor of Brooklyn, members of Assembly elect for Kings 
County, the President of the Board of Aldermen, members 
of the Water Committee of the Common Council, Alder- 
men, and last, but not least, the Press, proceeded on Fri@ 
day, Dec, 28, on a visit of inspection to the water-works 
belonging to the city of Brooklyn, and the sources of 
mupply. = 

The company, seated in seven hacks, started from City 
Hali-equare at 9 o’clock A.M.—one hour beyond the 
time appointed for starting having been sacrificed to in- 
exorable custom. Ata gentle trot the party passed 
through Myrtle-avenue and the Cypress Hill Plank-road 
to the Ridgewood Reservoir. Here they alighted and 
commenced a teur of inspection on foot. By the officers 
in charge the party were informed that the reservoir cov- 
ers an area of 27 acres, and is capable of holding 
173,000,000 gallons of water. At the present time, how- 
ever, there are only 116,000,000 gallons in it, making a 
depth of 15 feet. The average quantity of water fur- 
nished the city during the week days is 4,600,000 gallons 
per day. On Sunday the quantity is reduced to 
4,000,000 gallons. . 

The examination concluded here, the viritors re-entered 
their carriages, and proceeded to the engine-house, near 
East New York, where they again alighted. The pump- 
ing machinery here elicited the admiration of all pre- 
sent, There is but one Cornish engine at work yet. This 
is capable of throwing into the reservoir at Ridgewood 
at least 10,000,000 gallons of water »er day. The mate- 
rial for another of the same size i- »u the ground, and 
Will be put in place next summer. ‘The engine now in 
use lifts at one stroke 1,054 gallons. Since it was first 
ot in operation, one year ago last June, 1,831,500 strokes 

ve been made. From this point, the party visited in 
Succession Baisley’s, Cornwell’s Clear Stream, P. Corn- 
Well’s and Smith & Pines’ ponds. A lunch was partaken 

at Baisley’s Pond, and the party partook of a dinner 
atSmith & Pines’ ponds. Having inspected the whole 
line of works, the party returned to the city at about 8 
o'clock in the evening, all well pleased with what they 
seen and heard, and more than ever convinced that 
is an abundant supply of pure water, and that the 
yo Water Works are fully equal, if not superior, 

§ anything of the kind in the United States. 


iring the first year after these works went into ope- 


PROPOSED WATER SUPPLY FOR ROCHES- 
TER, N. Y. 


Allusion has been already made in the columns of 
this Journat to an able report by Mr. Daniel Marsh, C. 
E., to the Mayor and Common Council of Rochester, N. 
Y., on the proposed introduction of a supply of pure 
water into that city. To this end an advertisement has 
appeared in the columns of this JournNat, inviting propo- 
gals for the erection of the works; and by a circular 
from the Commissioners, it is announced that the design 
of the city of Rochester, in soliciting proposals for a sup- 
ply of water from Hemlock Lake, is simply to effect an 
arrangement with a water works company, or other con- 
tractors, by which water for public purposes may be 
obtained on the most advantageous terms. The contrac- 
tors will acquire the right to use the water of the Lake, 
the right of way for conveying the water-supply to the 
city, construct the requisite works, lay the mains, and 
undertake the entire work on their own responsibility. 
The city will contract to pay a certain sum per annum 
for the use of water for fire and other pnblic purposes, 
to the Company who construct the works. 

The city have already procured a full survey of routes, 
estimates of cost, and other data, which are published in 
a pamphlet of 68 pages, to which the attention of those 
interested is directed for further and more complete infor- 
mation on the subject of water-supply for the city of 
Rochester. 

The report of Mr. Marsh is evidently the work of a 
competent, intelligent and practical engineer. First ob- 
taining the results of tha experience of other cities, he 





proceeds to apply that information to the full develope- 
ment of the material at his command. 

Among the sources of supply trom which that city 
may be abundantly furnished with water, as we learn from 
the report, are the Genesee River, Lake Ontario, Ironde- 
quoit Creek, Black Creek, Little Black Creek, or the 
Basin in which it rises, Caledonia Spring, the Mendon 
Ponds, Honeoye Outlet, at West Rush, Honeoye Outlet, 
at Smithtown, Conesus Lake, Hemlock Lake. Of these 
bodies and streams of water, the most obvious and im- 
portant characteristics may be stated as follows : 

The Genesee River which flows through the centre of 
the city, with a volume of water. one-fiftieth part of 
which, at lowest water. would be more that sufficient to 
supply the city, would furnish the most simple and cheap 
mode of meeting this great want of our population, were 
it not objectionable on accourt of the quality of the 
water. Besides its proverbial hardness, the water of this 
river is frequently rendered turbid and unfit for use, by 
the effects of floods in the river. At such times the fine 
mould from the alluvial formation of the valley above, 
is borne along, mechanically suspended in such quantities 
that it does not wholly subside until the waters of the 
river are intimately mingled with those of Lake Ontario. 

By means of subsiding or filtering reservoirs, this im- 
purity might probably be removed. The quality termed 
harduess, is principally owing to the presence of lime too 
intimately combined to be separated by filtration, and is 
derived principally from tke tributaries which flow into 
the river upon the west side, below Mount Morris, and 
although not invariable in its proportion to the whole 
quantity of water in the river, it is a serious objection to 
the use of this, as a source of supply for Rochester, un- 
less reservoirs were to be constructed of such capacity 
that resort to the river itself could be dispensed with, 
except at times of high water. When the volume of the 
water is increased many fuld by recent rains, the quan- 
tity of lime-bearing water, in the whole quantity, remains 
almost invariable, and thereby the degree of hardness is 
greatly diminished. There can be little doubt that the 
water of this river may be rendered as good as that 
which is now supplied to many cities in this country, 
and much better than that which is furnished to several 
cities of Europe. The unoccupied water power at the 
Rapids affords a convenient and economical means of ele- 
vating the water to the proposed distributing reservoir. 

Lake Ontario presents the purest and most copious 
supply of water in the vicinity of Rochester. The dis- 
tance of this Lake from any suitable site for a distribut- 
ing reservoir, and the elevation to which the water must 
be raised by either steam or water power, although very 


not be deemed insurmountable, if the water of the lake 


sents ata distance from the shore, and outof the range 
of admixture with the waters of the Genesee River. A 


what less degree, to Buffalo and Detroit. to become turbid 
and unpleasant at the time of every storm on the lake, 
and if taken from the lake within the distance of from 1 
to 3 miles from the mouth of the Genessee River, it 
would at times be deteriorated in quality, by the presence 
of the river water, which may always be traced to a con- 
siderable distance in the direction of a prevalent wind. 

By either steam power to be located at the Lake Shore, 
or water power at the Lower Falls, on the river, a suffi- 
cient quantity of water may, with certainty and success, 
be elevated to the distributing reservoir, aud thence con- 
veyed through the city by gravity. 

From Black Creek, in the town of Chili, at a point 
about 5 miles south-west of the distributing reservoir— 
trom the lrondequoit Creek in Penfield, at a point where 
the stream in its winding course approaches within 44 
miles of the reservoir, and from the Honeoye outlet at 
West Rush, about 14 miles from the reservoir, the requi- 
site quantity of water could, at the lowest stagesin these 
streams, be obtained to supply the city. In each case 
pumping machinery would be required. Fora supply 





ration, ending July 1, 1860, the receipts for water reached 
to $292,639 18.) ' 


” 





from Black Creek, the most economical plan would be to 





serious objections to this plan of supplying the city would | 


could at all times be obtained in the purity which it pre- ; 


supply from this source would be subject, like that distri- | 
buted to Cleveland aud Chicago, and perhaps in some- | 





conduct the water from the Creek to the Rapids in either 
a pipe or a conduit of brick, and from that point to ele- 
vate the supply by water-power to the reservoir. From 
the Irondequoit Creek, the supply should be elevated by 
steam power, to be located near the creek, through pipe 
directly to the reservoir. From the outlet at Rush, an 
open channel would convey the water to the Rapids, and 
thence by water-power it could be elevated to the. 
reservoir. 

Near the village of Caledonia, about 19 miles from 
Rochester, there is found a copious and beautiful spring, 
discharging from 2 to 4,000,000 gallons of transparent 
water each day. This water might be conveyed in pipe 
to this city, but, on account of the distance, not at an 
elevation sufficient for its distribution by gravity. 

Both the quality of the water from all the sources just- 
named, and the cost of the works which would be re- 
quired to convey the water toa suitable distributing 
reservoir, together with the continual expense of pump- 
ing, are considerations which render these sources of 
supply for Rochester objectionable, compared with the 
outlet of Hemlock Lake, at Smithtown. 

In the west part .of the town of Mendon are several 
ponds of considerable eize, and of sufficient elevation for 
their waters to be conducted in pipe, by the force of gra- 
vity to the distributing reservoir—but the quantity of 
water flowing from them is quite insufficient to supply 
the city, being only about 500,000 gallons per day. 

These ponds, and the valley in which they are situ- 
ated, are important only as they are located ona feasible 
route for pipe, or other conduit from Hemlock Lake, or 
its outlet to the city, and may become the site of a large 
storing reservoir for the waters of this lake. 

It may be interesting to note the extent and capacity 
of the lakes, as exhibited in the following table : 


Table showing the Extent and Capacity of the Lakes, ther 
Depth, Drainage and other Characteristics. 











| Honeoye. | Canadice. | Hemlock. | Conesus. 
} 

Length miles....... | 41-51 S210] 6 7-10) 7 4-5 
Width “ ....... | %! ry 6-10) % 
Depth—feet ....... | 10 to 25) 60-80 45-80) 35-70 
Area—acres ....... | 1727; 648 1828 3,880 
Drainage—acres....| 36,100 8,883 27 654 89,980 
Swamp at head of 

Lake, acres...... 715 45 100 0 
Dist. from Rochest’r 29) 28 26 29 
Minimum discharge | 

in cubic feet per ' 

minute ........0 | 300 200 300 150 
Same in gal’s p.day| 8,240,000; 2,160,0.0} 3,240,v0. 1,620,000 
No. of gal’s in 1 foot! 

depth at surface. . |560,290,500! 178,37%s°00/505,731,600|1,078,926,750 
Eq. to gal’s p. day )| 1,535,042) 488,707] 1386,566| 2,955,968 
Add min’m flow.. | 38,240,000! 2,160,000] 3,.40,00u/ —1.620,000 
Total daily discharge} 

of each Lake..... | ae 2,648,707] 4,625,666] 4 575,968 








In the above table, the quantity of water which may 
be furnished from Hemlock Lake, by making a draught 
upon the same, as upon a reservoir one foot deep, is 
shown to be for the whole year, as stated in gallons per 


ON ee side Hellegers adh. ddan sc thddaee eeoe 1,385,466 
Do. of Canadice Lake, 14 feet deep, 733,060 
2,118,626 

This for four months only, would be ........ 6,355,878 


Should Hemlock Lake be drawn down 2 feet, and Ca- 
nadice 3 feet, the quantity would be 4,237,262 gallons per 
day, for the year, and 12,711,756 gallons fér 4 months. 

For the remaining part of the year, the natural dis- 
charge of these two lakes would be ample both for the 
wants of Rochester, and for the wills situated upon the 
outlet. 

As the purity of the water supply is a subject of great 
importance, as affecting the health of a community, it 
may be well to note the comparative content of solid 
matter per gallon which the various streams and ponds 
in the vicinity of Rochester hold ia solution. 


Grains of solid 


Seurce of Locality. watter per gallon. 












1. Lake Ontario, mouth of Genesee, w. of piers,........-. 416 

2. Do in front of piera, 4¢ mile out ia the Lake 10-00 

8. Do. north-east of piers and beyond the stream } 6-40 

discharged from Genesee River........ 

4 Genanoe River at Raplde. oo... ks diac acccccccscaasede 11-21 

5. Do. at high water, April, 1860...........002- 6-40 

6. Do. at low water, June, 1800,...........2000- 9-00 

a Do. at high water, August, 1860...........-. 746 

8. Do. ata higher state of water subsequent ~ 5-60 

the above, August, 1860 

9. Do. high water subsiding........ . 4:53 
10. Irondequoit Creek, Penfield..... .......... welistess Se 
oe | err eee he 72°80 
12, Little Binck Oreek. Chill... 2... ccccccccccesuse cocses 1 e@e 
13. Tonawonda Creek, Batavia... ......cccccccccccccceccess 12°67 
Ay: RMN BIRO iaiicidn Se cdeissceeiads Bie 6s tse Besse 44°80 
1G. Mendom Pendens 000s ccd cncdccessscsusecsncececdepas 8: OU 
16. Honeoye Outlet, West Rush..........seceeeee «+ cee Old 
17. Do. Smithtown, (1953,) taken ata mode- 431 

rate rise uf water.........0-eeees 

18, Do. at low Water.............. 2-40 
19. Homooye Lake... .cccccccsesee 4 0U 
UD, _HeUalOgh LakO oa oc ce conc coccesecce cosaes 1-35 
21. Erie Canal at Rochester, July. 1860...... 6-00 
22. Acid Spring, 3 mile west of Rochester...........s.0s- 19 2u 
23. Well, North bitzhugh Street.......... sce csececeseeee 26:00 
24. Do. South GOs, ye ecadsddeccag snes sadacuee 16°74 
25. Do. North Wasbington Street..............ccceeeeeee 34-11 
26. Wo. Third Ward Tavern, Cornhill...... © ...ceecceees 41-00 
27. Do. East Avenue, near Gibbs Street.......... eeecese 32-16 
28. Do. South Avenue.......ccecer cvcccccccccedeceeces 20-64 
20 Average of Wells in Rochester ............ceeecces cee 48°33 
3U. Cistern Water, soon after rain..... 2.62 seen eecces coeee 6-40 
$1. Rain Water taken in an open vessel.... .............. 100 
82. Filtered Rain Water..........---0-+ss eee + occ o SRO 
83. Do. do. second sample...... «+. 6°40 
84. Rain Water from a cietern...........++ 2-16 
35. Do. from same cistern, filtered 4°38 
36. Filtered Rain Water. .......... 600555 ie BE 
87. Do. do. we oddcitivcrs é Perr erirrr irri reir vee HOD 
88. Black Creek, second sample.......... fond rowed devin care eee 
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From this table it wili be seen that while the waters 
from mavy of the above named sources contain much 
foreign matter in solution, rendering their utility ques- 
tionable in many instances, the waters of Honeoye and 
Hemlock Lakes evince a remarkable purity, which emi- 
nently qualifies them for supplying the wants of a grow- 
ing community. 

In either o! the plans proposing the elevation of water 
to the distributing reservoir, an extensive storing and 
subsiding reservoir is an essential feature. If taken at 
low water, both the waters of the Genesee River and of 
Little Black Creek are objectionable, and subsiding and 
filtering reservoirs would be requisite, and the reservoir 
should be of sufficient capacity to supply the city for 
100 days. 

Although the history of such reservoirs has been for 
the last few years rather unfavorable to such a project, 
the difficulties encountered at Boston, New York, and 
other cities, owing to the putrefactive action of decaying 
vegetable matter in the bottom of the reservoirs can be 
satisfactorily explained and remedied. From the reports 
of several eminent chemists, these effects are not con- 
sidered lasting, nor as imparting any unwholesome 
quality to the water, and the unpleasant effects would 
be avoided by forming reservoirs of greater depth, with 
their inner surfaces free from perishable matter. 

As regards pipes for distributing the water, estimates 
are furnished only for those made of cast iron, sheet iron 
and cement, and wood and cement. Cast iron water- 
pipes were first laid in London in 1810, and although 
they have been generally adopted since then, they are 
objectionable on several accounts. Pipes may be made 
of this material of any desired strength, and may be 
made more readily to assume any required form and di- 
mensions ; but since this material has no uniform modu- 
lus of strength, it becomes necessary to give to the cast- 
ings ap extra thickness, to compensate for the deficiency. 
This form of pipe should never be laid without being 
first sul jected to a pressure of 300 lbs to the equere inch, 
which will generally disclose its defects. Although it 
may be made of a thickness sufficient to resist any uni- 
form pressure, when subjected to irregular pressure or 
rapid concussion it often bursts. Another great objec- 
tion to its use is the “‘ tendency to the absorbtion of the 
iron and the gradual formation of concretions or tuber- 
cles in the interior of the pipes, by which their capacity 
is diminished and the flow of water impeded.” 

Another form of pipe is made from sheet iron, of guage 
of No. 16 to 23, riveted together and lined with hydraulic 
cement, the elbows and connections being riveted or 
soldered together, and the service cocks being soldered to 
the street pipe. When well constructed, this has been 
found to be substantial, and has been made to stand a 
pressure ot 240 feet head of water. 

The pipe formed of banded wood and cement forms a 
cleanly conductor of water, and is stiff and firm from 
any stress from without. It is constructed of cylinders 
of wood, bored by machinery in sections of 8 feet in 
length, coated externally with hydraulic cement, and 
wrapped from one end spirally to the other with bands 
of iron coated with heated coal tar. With a band of iron 
% inch thick, and the spiral windings 4 inches apart, 
4 have withstood a pressure of 400 Ibs. to the square 

ch. 

The daily amount which it is estimated will be required 
for the present population of Rochester (50,000) is 
2,000,000 gallons, which is equal to 40 gallons for each 
person. 

In the able report of Mr. March, estimates of the cost 
of five different plans of furnishing the proposed supply 
are furnished, and we regret that their length precludes 
the possibility of publishing them here. Those who feel 
an interest in the matter would do well to obtain a copy 
of this report, which will amply repay a careful perusal. 

The construction of a permanent system of water- 
works, and the introduction of an abundant supply of 
pure water into Rochester, will benefit all its public and 
and private interests, much beyond the* amount of in- 
come, which may be derived from water rates. So 
important an element of prosperity added to its present 
advantages of position, soil and climate, will be felt 
through almost all the relations of industry, enterprise 
and capital, increasing to some extent the value of all 
kinds ot property. To what extent the opinions of the 
most judicious would vary, and there are no sure data 
from which a reliable estimate of the amount can be 
made. The amount of the assessed valuation of real and 
personal estate in Rochester is $11,250,157, and perhaps 
the real value is not less than $20,000,000. The lowest 
rate at which, in the judgment of the least sanguine of 
its citizens, this amount would be increased, would afford 
@ very considerable proportion, it not the whole amount, 
required to construct water-works for the city. 

rom sources which are deemed entirely reliable the 
amount of the premiums paid in Rochester the last year 
for insurance, is found to be not less than $1.0,000, and 
it is believed that not more than one balf the property 
exposed to loss by fires, and which would be benefitted 
by # full kupply of water, is now insured. 

The difference in the rates of insurance in Boston and 
Charlestown, cities adjacent to each other, the one having 
an abundant supply of water, and the other no foreign 
supply, as ascertained trom authentic sources, is nearly } 
of 1 per cent. The Croton Water Board, soon after the 
introduction of the Croton water into the city of New 
York, stated the reduction in the rates of insurarce in 
that city to be higher than this. It is believed that the 
reduction of the rates in Rochester would be at least 15 
cents on $100. Citizens will thus at least save $19,500 


in the amount of premiums paid annually for insurance, 
and also be benefitted by an equal amount in the protec- 
tion afforded by « full supply of water, and an te 


number of fire hydrants, to property not now insured, 
making an aggregate of $39,000. 

The above strong argument in favor of the introduc- 
tion of water, applies no less to other towns than to the 
city of Rochester; and many other reasons might be 
adduced to prove the innumerable advantages affecting 
the health and happiness of a community, resulting from 
a plentiful supply of pure water. There are a large 
number of cities in our courtry which are very backward 
in this respect. and which would be pursuing a wise course 
in imitating the example of Rochester, in making the 
effort to obtain this valuable treasure. We hope we will 
soon have the pleasure of congratulating this rieing city 
of our State, on the accomplishment of her wishes, and 
trust that the anticipations of hcr inhabitants regarding 
the benefits to be derived from the proposed supply will 
be more than realized. 


~~. 


CORRESPONDENCE. 


NEW COMPENSATOR VALVE. 
To the Editor of the AMEniIcan Gas-LiGHT JOURNAL : 


Engineers who have used, iu connection with an 
exhauster, a compensator with a cone-valve attached, 
have, I presume, found it impossible, where there is a 
heavy back pressure, to keep the valve closed and at the 
same time maintain it in equilibrium w'th the balance- 
weights without causing a violent jar, occasioned by the 
valve coming in contact with its seat. To remove this 
evil, it is customary to arrange the balance-weighis so 
that the valve will remain partially open, thus allowing 
a continuous flow of gas from the outlet to the inlet 
pipes of the exhauster; in which case that machine 
must be driven at a much greater speed than would be 
required if the compensator valve were entirely closed. 
An exbauster should pass the gas that may be delivered 
from the retorts only, and should not draw it back 
through the compensator, excepting when the speed of 
the exhauster is suddenly increased, when the valve 
should fall and allow the gas to pass to the inlet pipe, 
thus preventing the formation of a vacuum in the mains 
between the retorts and the exhausier. 

The following diagram will explain the opcration of a 
valve which I have lately devised and pus in use. It 
fully answers the purpose, being very sensitive and en- 
tirely free from the objections made against the cone 
valve. 





















































Sanam me 


A A is a cylinder, and B a piston ; the former has cut 
through its side four triangular openings for the passage 
of the gas. As the piston falls, the flow of gas from the 
inlet to the outlet of the compensator is increased, and 
as it rises it is diminished until it is entirely cut off. 
The cylinder should be bored and the piston turned, so 
as to work freely and yet be nearly gas tight. J. a.a. 

New York, January, 1861. 


Gao oe 


BATTIN, DUNGAN & CO.’S GAS-WORKS. 
PHILADELPHIA, Dec. 27, 1868. 
To the Editor of the AMertcan Gas-LiGuT JouRNAL : 

I observe a statement, in your number for December 
15, that Mr. S. S, Battin has been “ identified with the con- 
struction of some thirty or forty gas-works, among them, 
Albany, N. Y., Charleston, 8. C., Newark, N. J., Reading, 





j Pa., Rochester, N. Y., and Syracuse, N. Y.’’ 


Having been a partner in the firms who constructed all 
these works, I have a right to say that Mr. S.S. Battin 
was not identified with either of them. I should add that 
Mr. B. is no doubt a very respectable gentleman, but the 
article in question claims for him entirely too much. 

Yours, truly, 
C. B. Dunean. 

We find that the builders of the works above referred 
to, were Battin, Dungan & Co., composed of our esteemed 
correspondent and the father of S. S. Battin ; our infor- 
mation came from the son, who, it appears, stole his 





LovisviLLeE, Ky.—All the reports from this company 
are prompt, full and accurate, and we take this occasion 
to return to Mr. Robert G. Courtenay, the able and 
obliging president, our thanks for his always courteous 
and gratifying responses to our enquiries. It is hard] 
possible to appreciate the aid and value of such attention 
in labors of statistics and compilation. These gas-works 
have been enlarged and improved within a few years, We 
have concluded, on re perusing the report, to print our 
questions and Mr Courtenay’s answers in full, They 
are a model fur other companies to follow, and we wili 
gratefully acknowledge similar attentions, in reply to 
our last circular of enquiry. 


OFFICE OF THE AMERICAN GAs-LIGHT JOURNAL, 
254 Canal atreet, New-York City, : 


REPORT TO BE DATED AND SIGNED BY SECRETARY, 


Year of organization? 15th February, 1838. 

Chartered name of Company? (Uriginally,Gas & Water Co.) 
Now Louisville Gas Company. 

In what city or towu? Louisville, State of Kentucky. 

Chartered capital? $600,000 ; capital in use, $481,400, 

Shares? $50 each, at par. 

Last sethi-annual dividend? 6 per eent. 

Usual months of declaring dividends? January and July. 

Name of President? Robert G. Courtena). 

Do. of Secretary? None; John 8S. Cain, Cashier and Book- 
keeper. 

Name of Engineer? None ; President acts in all construction. 

Name of Superintendent? Thomas Rankin ; John Walton, Iu. 
spector. 

Are the works for Coa!, or Rosin, or Rosin O11? Coal. 

Name of builders or patentee of the Works? See pamphlet re. 
ferred to in letter. 

How do you like the Works—are they satisfactory? Works of the 
best construction. 

If you have changed Rosin Works for Coal Works, or otberwise, 
please state in what year such change was made—and why ? Unigi- 
nally forCoal ; no change, except additional works on an improved 
plan, all made in Louisville, Ky. 

Number of Clay Retorts—wnose make? None; ordered 38 fiom 
Belgium. 

Number of Iron Retorts? 66 set. 

Whose make? Roach & Long, Louisville, Ky. 

Number of Station-Meters? 3. 

Wkose make? 2 Crosley, England ; 1 Code, Hopper & Gratz. 

Number of Wet Private Meters? 2,433. 

Whose make? Samuel Crosley, England; Colton, Code & (o., 
ang Coe. Hopper & Gratz, Philadelphia. 

umber of Dry Private Meters? 686. 

Whose make? Thomas Glover, England ; Code, Hopper & Gratz, 
Philadelphia ; Samuel Down, abd G. Pritchard, New Y ork. 

Number and sizes of Gas-holders ? See pamphlet as above. 

Whose make? Made at Gas works, by Louisville mechanics. 

Do you use a Photometer ? Yes—-Bunsen’s Screen, Ritchie’s, 

Number of kxhausters? Ncne. Intend to connect Exhausiers. 

Total length of Mains, in miles or feet? 36 miles, 2,933 feet, 

Sizes ranging from— 

2 in. 3 in. 
Feet.... 49,086 35,525 

We are now laying more pipe. 

Are your Maius joined with Lead, Cement, or Lime, and which 
do you find, or think, the best? Please give your reasons for your 
opinions. Lead joints. We know of no other material that can 
ve relied on for a tight joint in street mains. Lead will permit the 
pipes to contract and expand slightly, and still keep the joint gas 
light. 

Gentes of Private Consumers? 2,866. 

Number of Public Lamps? 951. 

What kind of Coal do you use? Pittsburg and Virginia Cannel. 

In what proportion mixed? In winter, 3 Cannel, 

Cost of the various Coals delivered at your Works? Please state 
carefully the price, and for what weight or measure. We purchase 
2,688 cubic inches for a bushel of 76 pounds. In the year— 

5 Coal cost $3.12 for 2,000 lbs. 
“ Z ad 


10 in. 
8,521 


4 in. 
93,395 


12 in, 
3,536 


6 in, 
2,950 


“ 


dl “ “ 3.73 “ 


‘ “6 2.98 “ 
“ rT 2.80 “ 





Number of cubic feet gas made in 1858 47,611,100 cubic feet. 
What rent do you charge for Meters? See section 4 of terms. 
Population of yonr Gas District? Don’t know. 

@How do you cleanse your Gas—by Lime or Water? Both are 


used, 

Bonded indebtedness? None. Owe no debts. We hold the 
Bonds of the City of Louisville for $86,000, received for her sub- 
scription for stock in the company. 

ay Please send us a copy of your Charter ; aleo, one of each of 
your Reports. We have no regular Reports. Also, your form of 
keeping accounts. 

a Please state how many boxes there are in your Post Office. 
(See below.) We wish to place a JougNaL in each. 

aaz~ Please give us a succinct history of your Company on the 
back of this page—if anything else of interest occurs to you. 

Post-Office, Lowisville— 

1,440 boxes, numbered from 1 to.... 1,440 

216 small drawers, *¢ lto.... 216 
28 large “ lto.... 28 for Kdit’rs. 
We are now constructing the fourth section of our works, 12 
ovens for 36 retorts, with the purifying apparatus. We expect tu 
set these ovens with clay retorts. We have ordered 33 through 
Elliman Brothers, New York, from A. Keller, Ghent, Belgium ; 

and 3 clay retorts from Hoadley, Cleveland, Ohio. 

The pamphlet, “ Louisville, &c.,’’ page 58, sent you with our let- 
ter of Lith July, Contains a concise sketch of our Gas- Works. 

Our reports are but seldom published. I send you our charter, 
copy of rules (see Sec. 4, for meter rents) and three o.her pam- 


phiets. 
ROBT. G. COURTENAY, Pres. 

CuicaGo, ILt,— Works built by George F. Lee & Co., 
Philadelphia, and are highly approved of. They use be- 
tween 300 and 400 iron retorts, made by J. W. & J. F. 
Starr, of Camden, N. J. and R. BD. Wood & Co., Philadel- 
phia ; meters from Code, Hopper & Gratz, chiefly, and 
from Thomas Glover, London; gasholders built by 
Mesers. Starr, Mason & McArthur and P. Deily, Use 
no photometer (they ought to) nor exhauster. Have in- 
troduced a few clay retorts made by Thomas Hoadley, 
Cleveland, O. Mains are about 45 miles in length rang- 
ing from 3to16 inches diameter. Use Mount Carbon 
coal, costing $3 85 per 2,000 lbs. Made over 90,000,000 
c. f. gas last year. The opposition company if not died 
out are quiescent, as the regular has lately obtained the 
coatract for the city lamps for a number of years to 
come. 


DesvauE, lowa.—Called the Julien Gas-Light Co 
Works built by Samuel Ross ; iron retorts from Pennock 
& Hart, Pittsburg ; use wet and dry meters from C 
Hopper & Gratz, Philadelphia ; Geo. Stacey’s gas-holdet ; 








father’s thunder. 





seven miles of mains; Illinois coal at $4} per 2,000 lhe, 
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~ ANSWERS TO CORRESPONDENTS. 


C, K. of Pa—Fire damp is identical with lig ht-carburetted 
hydrogen, or marsh gas, and is sometimes denominated pit 
gas. The explosions which occur in coal mines and 
which are so often attended with fatal consequences, are 
due to the mixture of this gas with atmospheric air, and 
it was in order to afford a protection to the miner that Sir 
Aumphrey Davy contrived his celebrated safety lamp. 
Of course the screen of wire gauze which encloses the 

me, diminishes to a great extent its dluminating power, 
which according to the photometrical experiments of Mr. 
T. J. Taylor and others, is equal to one-eighth of a stan- 
dard wax candle of 6 to the pound. 

D. B. of Ind.— We think you will not reg ret making the 

iment of substituting clay retorts, for a portion, at 
least, of the old iron ones you are about replacing by new 
rdorts. For further particulars, we refer you to our ad. 
vertising columns, where you will see the cards of a num- 
ber of manufacturers of this apparatus, American as 
well as foreign. If you do make the trial let us hear the 
result, as we like to be advised of what progress is being 
made in all branches of gas-lighting. Our predilections 
are decidedly in favor of clay retorts, and we do not think 
ou will differ with us in this opinion, after having 
fairly tested them. 

J.D. I. of Tenn.— The interesting papers, by M. E. Kopp, 
on the preparation of artificial ccloring matters from 
coal tar, will be continued in our next. They have been 
read with interest by chemists throughout the country, and 
convey much valuable information. 


A. J. McD , of Iowa.—The pressure, in inches, at which 
gas is delivered to consumers, in several cities, is as 
follows :— ‘ 

Manhattan Gas Light Co, New York City.—4verage 

ssure about 12-10ths of an inch. Maximum pressure at 
the greatest elevation, 26-10ths, and the maximum at the 
lowest point 9-10ths of an inch. 

New York Gas-Light Co., New York City.—Average 
‘ pressure, 12-10ths of an inch. Highest points, 2 inches. 

Boston, Mass., Gas-Light Co.—Average pressure, 2 

inches Maximum pressure at the greatest hour of con- 

sumption, about 2} inches. 

New Haven, Ct., Gas Light Co.—Pressure at works, 

2 4-10ths inches ; at lowest points, 8-10ths inches. Highest 

points, when the stores are closed, 2 7-10ths inches. Aver- 

age pressure, 1 to 1 5-10ths inches. 

Albany Gas-Light Co, Albany, N. Y.—Pressure at 

lowest point (15 feet below the works) 2 8-10ths inches. 

Higheet point (196 feet above the works) 4 6-10ths inches. 

—_+90r_—- 

Gas in Enoianp.—In the outskirts and suburbs of 
London the buildings look more cheerful and are gener- 
ally disconnected and surrounded with liberal and well 
arranged garden plots. The cottages are from two to 
three stories in heighth, and usually nearly square—say 
30 to 40 feet—and having four chimneys. They stand 
from 10 to 25 feet back from the street line, and are all 
fitted with the modern improvements—gas being always 
introduced, and in much greater use than in America. 

There is not astreet about London destitute of gas 
lamps, and for ten to twenty miles out, you may enjoy 
the company of the artificial light. In fact there is hardly 
a city or village in England without gas and the pipes 
appear to run through many of the country roads and 
fields. One often wouders to see beautiful gas light 
wasting its brilliancy beside some untraveiled farm road, 
or peeping over a six foot hedge. It seems sad to think 
that so much light should be spent for naught when 
Gotham sighs in darkness almost universal, when per- 
chance the almanacs and the moon agree to disagree. 
But the English people lose notbing by their abundant 
light. Good lamps tend as much towards life and prop- 
erty as the most vigilant policeman. 


Ty 
—wo 


PATENTS. 


Inventors are informed that Patents are procured at 
the Rooms of the AmERIcAN Gas-LiGut JourNAL, through 
F. C. TREADWELL, Jr., Esq., an experienced Patent Agent 
and Expert, in the United States, and in all other coun- 
tries where Patent Laws are in force. 


UNITED STATES. 
39,669.—Isaac Cressman, of Philadelphia, Pa., for an Im- 
provement in Gas Stoves : : 

I claim the combination with gas stoves, ovens or heaters having 
double walls or plates, at two opposite sides and top and bottom 
thereof, so as to constitute a continuous jacket or hot air chamber, 
in which the products of the combustion of gas may be allowed to 

te at pleasure of a burner or burners surmounted with in- 
verted truncated cone-shaped cups having air openings in the bot- 
tom and flange on the to}, so that the sai:! cups may be supported 
in corresponding holes in tire bottom plat~ of the oven, in such a 
manner as that it or they shall be flushed or nearly so with said 
bottom piate, and that an unebstructed circulating medium for the. 
d gases may be obtained. 
$0.703.—M. L. Collender (assignor to himself, the Warren 
Chemical and Manutacturing Company and Elbert 
Perce), of New York City, for an Improvement in 
Hydro-carbon Burners : 

Iclaim the employment of the auxiliary jets and cap or heater, 
D. in combination with thr air mingling chamber, C, substantially 
‘sand for the purposes shown and described. 





90.710 —Heory Auetin, of East Liberty, Ohio, for an Jm- 
provement in Water Carts : 
Iclaim as anew agricultural implement a cask with journals, 


t frame and wheels, the whole being constructed and ar- 
fanged in the manner and for the purposes specified. 


80,724.—C. F. Cory, of Lebanon, Ill, for an Improves 
Furnaces : 


ment in 
Tclaim the special construction and arrangement ofa furnace, hay- 
ug one er more open fronts, ¢ ff, Fig. 1, and the cold air chamber, 


e 26 2, Fig. 2, with the perforated or ventilating fire back, gg, hot 
air chamber, I, and valve, K L, the diaphragm drop guard or sus- 
pension back, P P, the cut-off, n, and check wall, gq, as fully set 
forth and described. 


30,738.—Joseph Leeds, of Philadelphia, Pa., for an Im- 
provent in Hot Air Furnaces : 

T claim providing a surface of water over the lower part or floer 
of the warm air chamber, and below the heater thereof, substan- 
tlally in the manner described and for the purposes specified. 

And in combination therewith, I also claim discharging spray or 
minute jets of water through the rising air in the warm air cham- 
ber, substantially as described and for the purpose specified. 
30,752.—Oscar Paddock, of Watertown, N. Y., for an 

Improvement in Hot Air Furnaces: ° 

I claim the combination of weighted arm, K, connecting rods. G 
and J, and valves, C C, arranged in the relatien to each other and 
to the door, B, hereln set forth, and operating substantially in the 
manner and for the purposes described. 


30,753.—William Pauli, of Alexandria, Va., for an Im- 
provement in Heaters for Railroad Cars: 

Ieclaim the arrangement of a heater provided with an upper 
chamber, c, above the fire box, A, side chamber, B, smoke pipe, E, 
tubes, F, when employed with tubes. D D, provided with upper and 
lower registers and rods, b b, operating substantially in the manner 
and for the purpose of heating railroad cars. 


30,776.—D. E. Teal, of Norwich, N. Y., for an Improve- 
ment in Apparatuses for Drawing Water : 

T claim the employment of the brake and paw) lifter, F G, in com- 
bination with the crank, D, ratchet, C, and drum, B, as shown and 
described, for the purposes set forth. 

(This invention relates to a combined stop and brake mechanism , 
applied to the windlass in such a manner that both may be actuated 
by manipulating the crank, or without taking the hand therefrom. 
The object of the invention is to facilitate and expedite the opera- 
tion of the ordinary well windlass, and enable the operator to have 
perfect control over the ascent and descent of the backet.]} 
30,825.—J. B. Johnson, of Boston, Mass., assignor te 

John Sparrow, of Portland, Maiae, for an Improve- 
roent in Pumps: 

I claim having the outside cylinder divided into three compart- 
ments, G GF, separated by the abutments, D D, which entirely 
surrounds the moving barrel, A, as shown and described, so that 
the said cylInder, A, will work in equilibrio. 

Talso claim the extension of the moving barrel, A, beyond its 
outer cylinder, so that said cylinder may be operated by the appli- 
cation of proper force to said exterior end—all as shown and de- 
scribed. : 

I also claim the arrangement of the chamber, N, directly over the 
suction chamber, F, so as to conduct the water ina direct line to 
the vacuum chamber—all as shown and deseribed. 

T also claim the combination of the barrel, A, with the valve rod, 
R, as showe and described, so that the same eccentric that drives 
the slide valve will al-o operate the barrel. A—all as set forth. 

I aiso claim the employment, within the moving barrel, of the 
stationary piston head, J, when constructed and operating as and 
for the purpose shown and described. 


30,829.—A. D. Merritt and Cornelius Kemplen, of Wood- 
stock, Ill., for an Improvement in Supplying Loco- 
motive Engines with Water : 

We claim the employment of the inverted truck, D, placed be- 
neath the truck and made adjustable, as described, by means of 
which truck the engine drivers are raised from the rails, as and for 
the purpose specified, substantially as described. 
30,844.—Enoch Thomas, of Beverly, Wa., and W. K. 

Hall, of Phillippa, Va., for an Improvement in Hy- 
draulic Engines : 

We claim the arrangement of a swinging gate, A B, and concen- 
tric seat, D, in combination with a swinging valve, F F, and curved 
abutment faces, E E H H, all being arranged and operated substan- 
tially in the manner and for the purpose set forth. 
30,848.—Luther Wentworth, of Burlington, Iowa, for an 

Improved Apparatus for Elevating Water : 

I claim supporting the vertical shaft, E, of the wind wheel of saié 
app iratus upon the dish-shaped turn table, D, when the said table 
is made to close an opening in the base plate, A, which is surround- 
ed by the annular trough, G, and when the endless series of con- 
nected buckets, S 8, are made to pass up and down through aper- 
tures in the said dish-sbaped turn table, all substantially as set 
forth. 

Ialso claim combining the shaft, H, of the described wind wheel 
with the hinged vanes, V V, when the springs, D D, and the weight, 
Q, are combined with the said hinged vanes, and when the said 
wind wheel is made to operate the series of connected buckets, as, 
substantially in the manner set forth. 


30,856.—J. J. Marey (assignor to Edward Miller), of 
Meriden, Conn., for an Improved device for Securing 
Lamp Chimnies : 

I claim the combination of the two simultaneously acting hooked 
levers, C D, with each other and with the lamp top, in the manner 
shown and described. 

[The object ofthis invention is to obtain a simple and efficient de- 
vice for securing the chimney on the lamp top, so that the former 
cannot be casually detached from the latter, and at the same time 
be readily secured on the lamp top and removed therefrom. The 
inventien consists in having two or more hooks formed at the ends 
of levers secured to the under side of the upper part of the lamp 
top, and arranged in such relation to a spring as to effect the de- 
sired object. ] 


30.879.—A. A. Hotchkiss, of Monroe City, Mo., for an 
Improvement in Water Drawers : 

I claim the arrangement of the weight on the “ bite’’ of the 
rope in connection with the bucket and cleet, d, in the manner de- 
scribed, so as to keep the weight out of the water entirely and the 
bucket from descending too low, so that neither of them shall rill 
the water when used in connection with the drawing apparatus 
described. 


30,881.—J. F. Keller, of Greencastle, Pa., for an Im 
provement in Water Elevators and Conveyors : 

I claim the water carriage, D, in combination with the pendent 
portion of the rail, A, said carriage being provided with wheels 
which clasp the sides of the rail for the purpose of guiding the 
corenae when descending or ascending the well, substantially as 
set forth. 

I claim the use of the tilting rails, B, in combination therewith, 
for the purposes set forth. 


30,893.—J. D. Squires, of Coid Spring, N. Y., for an Im- 
provement in Apparatuses for Raising Water : 

I claim the ring, I, either plain or provided with depressions. c c, 

attached to the bucket by ears, b b, or their equivalent, aod leav- 

ing @ space between the bucket and the ring, when the same is 

used in combination with ihe tilting rod, Il, substantially as set 

forth. 


arms, iandk, and in'ermediate space, 1, in combination with 








] also claim the wedge piece, N, provided with the woilge shapes 











hinged brake, L, acting on the windlass, substantially as dercribed. 4 


30,894.—E. S. Taylor and H. §. Larned, of Cleve- 
land, Ohio, for an Improvement in Water Ele- 
vators : 

We claim the rib, L’, spirally inclined planes, J J, and niche, 1 
for facing the spout of the bucket, O, to the spout, B, of the curb, 
as specified, and in ination therewith, we claim the special ar- 
rangement of the lip, II, and box, K, for the purpose set forth. 
30,899.—F. W. Willard, of New York City, for an Im- 

provement in Vapor Lamps: 

Iclaim the combination of the plate, K, strip of metal, J, and 
the wire, J, constructed and operating for the purposes end uses 
substantially as set forth in the specification. 

30,900.—J. J. Watson, of Buffalo, N. Y., for an Improve- 
ment in Tapping Gas and Waier Pipe : 

I claim, first, The employment of the wheel, B, provided with 
holes, D U E, and divided in two parts through its periphery, aub- 
stantially as and for the purpose specified. : 
30,909.—Lysander Button and Robert Blake, of Water 

ford, N. Y., for an Improved Coupling for Hose Pipe : 

Iclaim the folding handle lever or levers attached to # part or 
parts of such coupiing forhuse and pipes as require a rotary 
movement of said part or parts in the act of setting up, as set forth. 
30,916.—E, F. M. Fletcher, of Georgia Plains, Vt., for an 

Improvement in Water Wheels : 

Iclaim the combination of the two hemispherical hubs, DD, 
shaft B, concave and tapering buckets, dd, and springs E, the 
whole being constructed and arranged and operating in the manner 
and for the purposes set forth. 

[This invention censists in the employment or use of wheels 
formed by having spiral buckets attached to central hubs, and also 
used in connection with the buckets springs so applied to the wheels 
as to regulate the capacity of the issues, according to the force or 
supply of water, so that the wheel will always work economically 
or, in other words, give out a maximum power of the head under 
varying heights of the same. } 
30,924.—John Jameson, of Gateshead, England, for an 

improved Apparatus for Expanding and Compressing 
Elastic Fluids. Patented in England June 11th, 1860: 

I claim the combination of the apparatus to produce those actions 
which I have called *‘berrowing and lending,’’ with the apparatus 
for performing the functions of whatI have called the “‘ compress- 
ing apparatus,” substantially as deicribec. 


30,938 —S. M. Stone, of New Haven. Conn., for an Im- 
proved Means for Ventilating Buiidings : 

Iclaim the use of the pure air passage as A, in combination with 

the passage, E E, and smeke pipe. G. when the whole is constructed, 
arranged and fitted to produce the result as described. 


30,947.— J. L. Mahan (assignor to D. Stuart and R. 
Peterson), of Philadelphia, Pa., for an Improvement 
in Gas Stoves: 

I claim the inner chamber, D, diminishing in size towards its 
mouth, d, the outer chamber, ¢, the plain plate, F, the.plate, m, 
of wire gauze, or its equivalent, and the hot air passage, i, when 
the said plain plate furms a continuation of the wire gauze, and 
when the whole of the above named parts are arranged, in respect 
to each other, as and for the purposr set forth. 


30,952.—Levi Bissel, of North Bergen, N. Y., for an Im- 
provement in Stove Pipes : 

I claim the heads of the safe as constructed in combination with 

registers and inside pipes, gg, when said pipes are provided with 

ventilating holes, and all arranged as and for the purpose set forth, 


30,960.—Jud Crissy, of Chatfield, Minn., for an Improve- 
ment in Water Wheels: 

I claim, first, The employment or use with one or more wheels, 
D E, of a series of concentric gates or cylindera, constructed as 
described. and arranged relatively with the buckets, d, te operate 
as and for the purpose set forth. 

Second, The arrangemeut of two wheels, DE, fitted in a frame or 
box, B, in a flume, or penstock, A, when provided on one and the 
same shaft, C, with consecutive cylinders or gates connected as 
shown, so that the gates of both wheels will be operated by adjust- 
ing the outer one of the upper wheel essentially as and for the pus- 
pose set forth. 

[This invention has for its object the regulating ‘of the capacity 
of the wheel according to the power required, so that any given 
power less than the maximum may be obtained with an economical 
expenditure of water ; that is to say, a greater or less power may 
be obtained from one andthe same wheel by a supply of water pro- 
portionate to the power required, a result which is not attained 
with the ordinary wheels, which depend solely on an ordinary gate 
to regulate the supply of water te them. In this cage the wheels 
always require proportionately a greater volume of water when giv- 
ing out a power less than the maximum. ] 


30,965.—J. S. Gray, of New York City, for an Improve- 
ment in Vapor Lamps: 

Iclaim, The combination of the wick tube, C, bracket, D, con- 
ductors, E, and heater cap, F, when arranged for joint operation, 
substantially in the manner described for the purpose set forth. 
30,971.—Nelson Johnson, of Jasper, N. Y., for an Im- 

provement in Water Wheels: 

I claim the inclined buckets, f, being of concave form in their 
horizontal section, and of gradually decreasing width from top to 
bottom, in connection with the inclined or beveled lower rim, h, 
essentially in the manner and for the purpose set forth, 

[This invention relates to that class of water wheels which dis- 
charge the water at the center, and are commonly called center-vent 
wheels. The object of the invention is to obtain both the impact 
and the reacting force of the water in a way that will give a better 
result than any hitherto devised. } 


30,977.— William Mallerd, of Bridgeport, Conn., for an 
Improved Gas Burner Regulator ; 

I claim making the inner tube, C, vertically adjustable in its 
socket, A, substantially as shown and described, so that the flow 
of gas through the orifices of said tube may be increased or dimin- 
ished and thus regulated at pleasure, by raising or lowering the 
said tube so as to bring a greater or less number of the orifices abeve 
the head of the socket, all asset forth. 

Ialso claim the arrangement of the escape orifices of said tube, 
C, or varying horizontal planes, as and for the purpose set forth. 

[ also claim the exterior graduation of said tube, C, as shown and 
described, so that the quantity of gas which issues through the 
oritices when the tube is set to any given hight, will be indicated. to 
the eye, all as set forth. 

30,996.—J. J. Watson, William Hardiker and Thomas 
Toye, of Buffalo, N. Y., for an Improved Apparatus 
for Ventilating and Warming Railroad Cars : 

We claim the employment of the fans, D D, pipes, # and H, flues 
P P, registers, F F, dampers, d and e together with furnace, G, and 
air space, J, said furnace arranged as set forth, for the 
purpose of supplying heat and for ventilating the car, substantially 
as is fully. le 
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WATER-METERS. 


All our principal cities in the United States, which at 
present give, under civil authority, an unlimited freedom 
of use to water supply for domestic and manufacturing 

must very soon adopt, for the protection of 
all the important interests involved, a careful system of 
measurement, as a standard of charge, in place of the 
present imperfect and unjust method in vogue. 

It is clear, without any argument at length, that the 
front, depth, height, or number of inmates of any dwell- 
ing, cannot be made a just criterion of the consumption 
and waste of water ; nor in factories, using steam power, 
can the nominal horse power of boilers be taken, as an 
accurate measure of their consumption. Each case has 
its special controlling circumstances of use or wasteful 
neglect, aud it is manifest that the only safe and satisfac- 
tory way to determine the question of use, and the con- 
sequent item of charge, lies in the general introduction 
ot water meters. 

Although all our Water-Boards annually express this 
opinion, in one way or another, and in certain instances 
avail themselves of one or another kind of patent meters, 
it is well understood that the chief hindrance to their 
universal adoption lies in the costly character of the 
several inventions hitherto made, where such inventions 
possess proper mechanical construction. For this 
reason, which has often presented itself to our notice, 
we offer the following suggestion to the inventive genius 
of our readers. 

All the meters now in use, or proposed for use, are 
constructed with great delicacy in their working parts, 
to insure the greatest accuracy in measurement, and, as 
this nicety of register cannot be had without expensive 
workmanship, all these machines are costly. 

We preeent the idea, therefore,that there is no use 
whatever in all this nicety of measurement, for all the 
purposes of general application in dwellings and faeto- 
ries ; and that a safe comparative measurement of supply 
is equally just, as astandard of charge. If, for instance, 
all the dwellings in a given district are supplied with 
meters, which register within 15 to 20 per cent. of the 
actual quantity used, no one suffers wrong, or can be 
made to pay for the wastefulness of hie neighbor, since 
the general average of consumption is determined from 
the same basis. And, for this reason, substantial metere 
which can be built of any uniform pattern, to register 
within 20 per cent., more or less, of the supply, are just 
as valuable as those which register within 2 per cent., 
for all ordinary uses. A very slight investigation of the 
argument which favors the use of meters at all, will show 
that a matter of 20 per cent., on actual consumption, 
might be properly ignored, in comparison with the rate 
of consumption actually paid for. 

What our water works really need, then, is a plan of 
meter which can be furnished, for universal use, at a 
cost ranging between $5 and $10, and which will regis- 
ter within 20 per cent. of actual supply, without such 
complicated or delicate movements as will readily get 
out of order ; and the person who produces such an in- 
vention is fully warranted in the hope ofa better and more 
speedy fortune than usually awaits the devotees of the 
Great White Palace of Forlorn Hope at Washington. 

As early as 1855, the average consumption of water, 
charged to the population of New York city, for a por- 
tion of the time embraced in an actual measurement, was 
90°39 gallons per day for each person then rated in the 
census return. No householder will admit that this is a 
fair estimate of bis own use, by three or fourfold ; and 
yet the provident pay for the improvident, and will con- 
tinue todo so, nntil each is charged for what he actually 
consumes and no more. The cost of the new reservoir is 
stated by the Croton Board at $1,000,000, and, when 
complete will only facilitate the waste instead of reduc- 
ngiv. Whereas, if the 45,000 censumers of the city had 
been supplied, in 1855, with meters averaging in cost 
$10 each, the city would have saved $550,000, and paid 
for them itself. The philosophy and necessity of these 
meters are clear ; not so that of the new reservoir. 

We urge this subject on the attention of mechanical 
men. It will pay—Am. Railway Review. 


———~@s>—_—_ 

Tas Lonpon Trves in a GeoGRaPaicat Foa.—The 
Times has given us several able articles on the present con- 
dition of America ; it understands our politics toa T, 
but when it comes to American geography, it is in an 
old-fashioned London fog. In its leader of Nov. 28, 
speaking of the President elect, it says : 

Everybody migrates in America, and the early removals 


of the Lincoln family from Kentucky to Spencer County, 
from Spencer County to Illinois, from Lilinois to Coles 
County, and from Coles County to Macon County, only 
typity the transplantations of American intellect, the 
constant breaking of new professional ground, and the 
uninterrupted succession of new positions and opportun- 
ities which convey the Mississippi boatman to the dignity 


of the White-House. 


Now, for the information of the editor of the foreign 
department of the Times, we would say that he has 
made a regular pot-pourri of States and Counties of 
various States, evidently without the slightest idea of 
landmarks, and we inform him that Spencer County is 
while Coles and Maeon 
Counties are in the State of Illinois. It is quite possible, 
though not probable, that Mr. Lincoln may have lived 
in more than one County in Illinois. His present resi- 


in the State of Kentucky, 


Illinois. We will chatechise him on this subject and 
report in our next ; meantime, in order to give effect to 
the article in the Times, it should read thus: “ Every- 
body migrates in America, (the Times ‘“ blows fancy”’ 
here), and the early removals of the Lincoln family from 
Spencer County, in the State of Kentucky, to Coles 
County, thence to Macon County, and thence to Spring- 
field, in Sangamon County, his present residence, the 
capital of the State of Illinois,’ &c., &c. 

We refer the Times to Lippincott’s Pronouncing Gazetteer 
of the World as a good geographical reference, and we 
will be most happy to present the editor with a copy if 
he will tell us how to send it on. It is about the size of 
s London Directory, but a good deal more in it worth 
knowing, if it isa Yankee book. 

—_—_—_+ o> 


MISCELLANEOUS. 


— 


Tue Mecca Ow Wetis.—There have been about two 
hundred wells sunk in the vicinity of Power’s Corners 
and others are being commenced daily. Of these. fifty 
to seventy-five promise to be paying wells, Thirteen 
steam engines have been put in operation. pumping, and 
some eight or ten more are on the ground and will be in 
motion in a few days. Those already at work are owned 
by Bonnell, Jordan & Co., Reinhart & Donner, Dean & 
Co., T. M Abell & Co., Lowery & Co,, Thompson & 
Duncan, Waibridge & Oo. E Scoville, Skiels & Co., 
Pattengall & Co., Mills & Garrett, end McClure & Co. 
Some of these wells yield from 12 to 16 barrels per day, 
and scme 5 to 10 barrels. It is probable that the average 
daily yield is almost six barrels of 40 gallons each, to 
each well, or about seventy-five barrels, or three thou- 
send gallons per day in all. This amount is increasing 
every day. as new wells are being sunk, and improve- 
ments in the raising and separating apparatus are made. 
Quite a village is springing up at the Corners, and 
though it looks a little raw at present, we presume it 
will be thoroughly fried in oil sometime.— Warren 
Chrenicle. 


Cxariryine Coat Os.—Messrs. Dumoulin and Cou- 
telle have been making a series of experiments with a 
view of rendering heavy oils suitable for ordinary light- 
ing purposes, and have succeeded in producing a magni- 
cent light, free from smoke and smell, and adapted in all 
respects for burning in a room. The following is their 
process :—In a close vessel are placed 100 lbs. of crude 
coal oil, 25 quarts of water, 1 lb. of chloride of lime, 
1 lb. soda. and 4a pound of oxide of manganese. The 
mixture is violently agitated, and allowed to rest for 24 
hours, when the clear oil is decanted and distilled. The 
1000 lbs. of coal oil are to be mixed with 25 lbs. of resin 
oil ; this is one of the principal points in the manipula- 
tion, it removes the gummy parts from the oil and renders 
them inodorous. The distillation spoken of may termi- 
nate the process, or the oils may be distilled before they 
are defacated and precipitated.—Le Genie Industriel. 


DeoporiziInc. THE THAaMES.—In 1859, during three 
months very dry weather, old Father Thames—that once 
classic stream famous in historic verses of English poets 
of the last century—became a huge sewer, sending forth 
foetid odors all over the British metropolis. A report 
recently presented on the subject contains the statement 
that £17,700 (about $88,000) worth of deodorizing 
material was thrown into the Thames during the months 
of June, July ard August, The deodorizing agents em- 
ployed were chiefly chloride of lime, of which 478 tons 
were used, and of chalk lime 4,280 tons were used. 
These were chiefly thrown into the sewers, and while 
the temperature of the river remained bigh—from 69° to 
74°, the river remained proof against all efforts of deo- 
dorization. A great outlay has also been made this year 
to provide a sufficient supply of the perchloride of iron 
to modify the pungent powers of Father Thames’ snufi- 
box. 


Compana EspaNnoLa DEL ALUMBRAD® DE Gas.—This 
is the great Havana, Cuba, Gas-Light Company. The 
works were built by James Robb, of New Orleans, in 
1845, and have lately been extended and improved. Mr. 
Jobn F. Harrison, has lately resigned his position as En- 
gineer, and is now in this city consideriag other propo- 
sitions. These are coal gas-works, use 175 iron retorts. 
ch.efly English, 2 station meters, and some 5,000 cus- 
tomer meters of the several manufactures of Samuel 
Down, Code, Hopper & Gratz, and Crosley &Co.; 1 gas- 
holder of 400,000 feet, 1 of 180,000 feet, and 2 of 60,000 
feet each, built by Neilson & Co., of Glasgow, Scotiand, 


no rent for meters, and purify by dry-lime. 


per ton. 


and Merrick & Sons, Philadelphia. Length of mains 
about 50 miles ; lead joints ; coal costs $7 50 per ton of 
2,240 Ibs. delivered at works; make 18 candle gas (su 
they say) ; made 148 millions of c.f. in 1859; charge 


Cortex Seep O1..—From experiments made in manu- 
facturing it appears that a ton of cotton seed yields 
about thirty-five or forty gallons of oil and 700 or 800 
pounds of oilcake. The cake sells for about $40 per 
ton at the manufactory. Two kinds of oil are made, 
the variety depending upon the clarifying process used ; 
the white selling for 80 cents per gallon and the yellow 
for 60 cents per gallon; the seeds cost from $11 to $13 


Watrr-Works aT Honowvty, S, I.—Honolulu is to be 


MarrepoLitan Gas Company.—The works of this ¢om 
pany are progressing on the land purchased by them oa 
Forty-second street, South side, between Eleventh Ave. 
nne and the North River. The foundations of the Re- 
tort House and coal sheds are laid, and piles driven for 
the purifying house. The buildings appear to be quite 
substantial and sufficiently extensive for the Purpose, 
The plans embrace all modern improvements in building 
and manufacturing. 


Berroit, Mich —Builders of gas-works not stated, 
Use Belgian clay ietorts, from Elliman Brothers, with 
Thomas Hoadley’s. Irvu retorts, from C. Kellogg, De. 
troit. Meters irom Code, Hopper & Graiz. Gasholder 
built by J. W. & J. F. Starr. Pipe laid some 19 miles, 
from 3 to 10 inches. Sio coal used, at $5 per 2000 Ib, 
Made 25,000,000 cubic feet of gas lasé year. 


Dayton, O.-—-Gas-works built by John Jeffrey & Co.; 
iron retorts, from 8. S. Asheraft ; gasholder trom George 
Stacey ; station-meter, from Phenix Works, Baltimore ; 
other meters, from Code, Hopper & Gratz, and Glover, 
of London; use the Youghiogheny coal, at 17 cents per 
bushel of 743 lbs. Floating debt about $40,000, at 8 per 
cent. per annum. 


Fue. from coal dust is largely manufactured in Eng. 
land by mixing with it some bitaminous substance, so 
that it can be moulded into forms like bricks. In this 
country there is an immense quanty of coal dust thrown 
away, and so is the bituminous substance that might be 
used to mould it. 


Tue PurtapeLpH1a Gas-Worxs Sort or Coan.— 
Owing to the inability to procure a sufficient number of 
cars on the Pennsylvania railroad, for the transportation 
of coal, the Philadelphia Gas- Works were obliged to come 
into this market last month for a supply of coal for imme- 
diate use. A supply was promptly offered by the Man- 
hattan Gas Company, but before the arrangements were 
completed a supply arrived by railroad. 


DRAINAGE IN TERREBONNE, La.—The Heuma Cere 
parish of Terrebonne, suggests a meeting of citizens to 
take steps for the improvement of the parish. The sum 
ot $40,000 i said to have been idle in the State Treas- 
ury, that belongs to the Parish for drainage purposes. 
The proper appropriation of this is a matter worthy pub- 
lic action. The construction of a branch road to the 
New Orleans and Oupelousas is also suggested. 


Kirrannin@, Pa., Coat Gas-Works, are being erected 
here under the name of the “ Armstong Gas Company.” 
The chartered capital ie $50,000. Shares $25 each. 
Stock owned, principally, in this city. Price of gas will 
probably be $3 per 1000 ¢. f. Best gas coal costs there 
34 cents per bushel. The works will not probably be 
finished until spring. Edward S. Golden, President, 
John W. Rohrer, Secretary. 

Compania Cupana.—This Company is located in Ha- 
vana, and has erected gas-works in Cienfuegos, Guan- 
abacoa, Regla and Trinidad, Cuba. Mr. Harrison was 
Engineer of it also. This Company is somewhat after 
the style of the Imperial Gas-Light Association of Lon- 
don, which, haviug a large capital builds gas-works over 
the continent of Europe. The Cienfuegos Gas Works 
use iron retorts and are in other respects similar to the 
gas-works at Trinidad, Regla and Guanabacoa, which 
last two have but very recently been finished. 


CIRCUMNAVIGATION oF New York Crry.—Senator J. 
McLeod Murphy has made three surverys for a canal to 
connect the Hudson and East Rivers above New York. 
The best route, by Spayten Duyvel Creek, has no eleva- 
tion greater than 11 feet above Harlem river, is 3800 
feet long, and to give a canal of 10 feet depth and 75 feet 
width at bottom, would require the excavation of 188,500 
cnbic yards of earth and 35,500 cubic yards of rock. 


Lexineton, Ky.—Works built by JohnjJeffrey & Co., 
for coal gas, and have always worked well. Stacey and 
Riley built the gas-holders ; use Bunsen’s photometer, 
no exhauster; 5 miles mains; yarn and lead joints; 
Youghioheny coal at 20} cents per 76 lbs., and Code, 
Hopper & Gratz’s meters. 


ZANESVILLE, O.—Coal Gas-Works built by John Lock- 
wood, who built the Milwaukie, Wis. Works. Use Iron 
Retorts trom Ambus & Co., Columbus, O.; and Keller's 
Belgian Retorts, from Elliman & Co., New-York; 
Thompson’s gas-holders, of Cincinnati, O. Length of 
mains 10 miles, from 14 to 6 inches. Coal costes 5 cents 
per bushel of 72 lbs, 

Lirtts Faxs, N. Y.—Rosin Oil: Works, built origit- 
ally by Nason & Guild, of N. Y. city ; have since been 
remodled and are quite satisfactory. The iron retorts 
were made by Michael Ready of Little Falls; meters 
by Samuel Down, and McDonald ; gas-holders by Nason 
& Guild. Mains extend some 2 miles of 14 to 6 inches 
diameter. 

New ALBANY, Ixp.—Coal Gas-Works built by Joho 
Lockwood, (What has become of John Lockwood? we 
would like to hear from him,) and are very good. Iron 
retorts from Roach & Long, Louisville, Ky.; all the 
meters from Code, Hopper & Gartz ; use Pittsburgh 
at 124 cents per bushel of 76 lbs.; charge 20 to 60 cents 
per month for meters. 

Dover, Deu.—Gas-works built under the Aubin pé 
tent, by Charles N. Trump, of Philadelphia. Use rown 
and Cannel. Works reported as very satisfactory. Be- 
ment & Dougherty furnished the iron retorts ; McDonald 
& Co., the meters; George W. Kraft, the gasholder. 


Mix seven-eighths Kanawha coal, at $12 per ton, 








dence is at Springfield, Sangamon County, State of 


y seven miles distant, 








supplied with water, by the laying of iron pipes toa 


one-eigth rosin. These works were built on private a 
| gount, but were to have been chartered: last winter. 
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‘COAL-OIL & CANDLES. 


ANDLES FROM COAL,—Maou- 
C factured by the New York Paraffine 
Candle Co. Under Meucci’s Patent. The above 
Company having recently made great improve- 
ment in their mode of manufacture, now offer to 
the public a Candle superior to any other in the 
market, They give a softer and more brilliant 
light and burn 6 hours to the pound longer than 
the best wax and sperm, and considering the 
strength of the light, are the most economical 


Candles in use. 








CAUTION. 


As unscrupulous persons are already offering 
imitations of these Candles, purchasers should 
bear in mind, that every box sola by this Com- 
pany is stamped with the annexed trade mark, 
to counterfeit which is felony. 









\ bead La 
718 B95 
PAT ENS 


For sale by all first-class grecers, and to the 
trade by WM. FE. RIDER, 
General Agent of the Company, 
16 Beekman Street, New York. 


GTANDARD Photometric Candles. 
—Owing to a number of Applications 
made to me for information ooncerning the sup- 
oly of the ‘‘ Standard Sperm Candles,’’ used in 
Photometrics, I have obtained a supply, from 
whieh I can furnish those who require them with 
full directions for use. T. W. PARMELE, 
No. 4 Irving Place, New York. 


mo CANDLE AND SOAP 
Makers.—Processes with drawings 
tomanufacture every kind of candles and soaps 
by different processes: Candles by distillation, 
saponification, French candles, common candles, 
hariand soft soaps, palm soaps: processes to 
bleach palm oil and make candles out of it ; puri- 
fieation of tallow ; essays on gr ages and soaps. 
Address, Professor H. Dussac x, Chemist, New 
Iebanon, N. Y. 


L. McREA, Dealer in Coal Oils 


e and Lamps, Binnacle and Signal 
uight Oils, 189 Water street, New York. 














osin Oil and Rosin.—For sale of 


our own manufacture a superior 
article of ROSIN OIL, for Gas purposes. Also Refin- 
edQil. For shipment in secure iron-bound barrels, 
or by any single barrel. 

Address MARYLAND GAS COMPANY, No. 6 
Bank of Baltimore Building, Baltimore, Md. 

P. 8, This Company is also prepared to construct 
their superior Patented GAS WORKS of any ca- 
pacity, from that required for a private dwelling, 
notel, church, college or factory, to such as will 
supply cities and towns, complete in all their parts 
for the manufacture of GAS, from either Rosin Oil, 
Coal, or Rosin. 


HE LUTHER ATWOOD OIL Co. 


—Manufacturers of Superior Illumi- 
aating, Machinery and Binacle Oils. Office, No. 34 
Burling Slip, New York. 


MPIRE CITY CAMPHENE 


Works. — Aaron Seeley, Manufac- 
turer and (isti'ler of camphene, alcohol, burning 
fluid, coal-oil, and dealer in naval stores, of every 
description. $2 and 34 Burling Slip, New York. 


RYDER & CO., New Bedford, 


® Mass.—Purchasers and Manufac- 
turers of Semi-Crude Paraffine. Ryder’s patent 
Parafline Candles, manufactured and for sale. 


W-BEDFORD OIL CO.—Office 


foot of South-st., New- Bedford, manu- 
facture coal-oil for illuminating and lubricating 
purposes, of the best quality. 
ABRAHAM H. HOWLAND. 
Our Coal Oil will burn in all Kerosene Lamps. 


UBRICATING COAL OIL. Crude 
Oil, and Paraffine.—Calvin Dickey, 
Manufacturer of Lubricating Coal Oil, free from 
odor and chemicals, and warranted to be as good 
or cotton and woolen maehinery as lard oil. ‘This 
oilis now also used by several rail roads in its 
pure state. Samples sent to responsible parties. 
© 82° crude oil, which will yieid 75 per cent 
of burning oil ; and slack pressed Paraffine of su* 

















etior quality, CALVIN DICKEY, x 
Newark, Ohio. 
OLEOMETERS. 





METER, OR HYDROME- 
ter. For Kerosene, Coal Oils, Pe- 
and other Distilled Oils. Scale by Dr. 
+ Manufactured and sold by 
G. TAGLIABUE, 
298 Pearl-st., New York. 





| 
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PORTABLE GAS-WORKS. 


HE AUBIN GAS-WORKS CO., 
No. 44 State street, Albany, N. Y., 


will refer parties wanting G4S-WORKS FOR VILLAGES 
to seventeen of their Village Works now in opera- 
tion in the United States and the Canadas in 
eviry one of which the ~— of the company are ten 
per cent.and upwards, and yet good gas ts furnished. 
Agents wanted to extend the sale of the AvBIN 
PORTABLE GAs Stove for dwellings, factories, &c. 
which will make 1000 feet of gas in five hours, and 
with greater simplicity, safety and economy, than 
any other known apparatus. 


UTLER’S PATENT PORTABLE 
ROSIN GAS-WORKS, 








FOR 
| DWELLINGS, CHURCHES, COUNTRY VILLAGES 


AS WELL AS FoR CONSUMERS IN LarGE Cings. 
JOHN BUTLER, 


No. 112 Fulton-st. and 15 Henry-st.. 
Brooslyn, N, Y. 


OR LIGHTING RAILROAD 
CARS anp STEAMBOATS 
WITH GAS. 

The whole process of ¥illing the Gas-Holders of 
a Railway Train, requires but Three Minutes. 
APPLY TO THE 
NEW YORK CAR & STEAMBOAT GAS CO., 
No. 117 Fulton-st., N. ¥. 


C R WOODWORTH, 
cy Manufacturer of 


PORTABLE GAS WORKS, 


74 WALL STREET, New York City. 


ORTABLE GAS WORKS.—S. T. 
McDovuaaiL’s Patent Portable Gas 
Works, for making Gas from Rosin, Rosin Oil, 
Coal Oil, Naptha, Grease, etc, These Works com- 
bine the latest improvements in gas making, and 
are guaranteed to be superior to any in market. 
They are made of all sizes, suitable for either 
country or city use. No county house is complete 
without its Gas Works. Gas Stoves of every de- 
scription on hand and made to order, For sale by 
8. IT, McDougall, 170 Center Street, New York. 
Agents wanted in other cities to sell rights or 
machines. 


Gas FOR THE COUNTRY. 


—C©. Wooster, Manufacturer of Im- 
proved Portable Gas-Machines, for Villages, Pub- 
lic Institutions, Churches, Hotels, Railroad De- 
pots, Factories, Mills, Machine-Shops, Plantation 
Dwellings, &c. Office, 256 Canal street, near 
Broadway. ° 

This Machine has been in successful operation 
for years, in many of the best residences and 
factories in the country, and for simplicity of 
construction, ease of manag t and y 
of light produced, possess aijivantages over all 
other machines for the purpose now in use. It 
is adapted to the making of Gas from Crude 
Rosin or Rosin-Oi!, producing a Gas of twice the 
illuminating power of Coal-Gag, at about one 
half the price usually charged for that gas. 

Every Machine is sold under a strict guarantee 
to operate according to representation, and no 
payment required until the fact is demonstrated 
by actual use. 

For further particulars,and descriptive pam- 
phlet containing references to numerous parties 
now using the apparatus, address 

C. WOOSTER, 
No. 256 Canal-st., near Broadway, N. Y. 

For Engravings, see AMERICAN Gas-Licur Jour- 
NAL, for June, 1860, page 246. 

¥ Responsible Agents wanted, with whom 
liberal arrangements will be made. 


PPLETON’S IMPROVED GAS- 


Works, for Factories, Hotels, Dwel- 
lings, and Towns. The most simple and economi- 
cal works in use, furnishing a superior light to 
coal gas at a cost of one half a cent per burner 
per hour. It does not injure trees, or plate, and 
isnot affected by cold. For Circular and Terms 
apply to APPLETON & GRAHAM, 

56 Washington street, Boston. 
For Engravings, see AMERIOAN GaAS-LiGHT JOUR- 
NAL for April, 1860, page 213. 


OSIN GAS-WORKS, for Facto- 
ries, Hotels, and Public Buildings. 


These works may be seen in operation at the Berk- 
shire Woolen Miils, Great Barrington, Mass. ; Man 
chester Mills, Manchester, Ct. ; A. A. Van Alen & 
Co’s. Factories, Stuyvesant Fails, N.Y., and many 
other places JAMES O. MORSE & CO., 

76 John-st., New York. 


ARSH’S PATENT ROSIN 


or Sun-Light Gas. Works, for Private 
Dwellings, Hotels, Factories, Railway stations, 
Sugar-Houses, Towns, &. By the peculiar con- 
struction of the Retorts; the largest amount of 
decomposing surface is obtained in the smallest 
space. 2d. Gas is manufactured from crude rosin, 
without the least deposit of carbonaceous matter 
in the retorts or pipes : thus enabling them to be 
operated continuously, generating rapidly the 
best and cheapest illuminatiag gas obtained from 
this material. ALFRED MARSH & CO., 

241 Broadway, New York. 


GASOMETER RIVETS. | 






































HILLIPS & ALLEN, Pennsyl- 
vania avenue, above 22d street, Phil- 
adelphia.—Gasomerer Rivers of all kinds, 





SCIENTIFIC BOOKS. 


GASOMETERS. 





CIENTIFIC BOOKS.—D. APPLE. 


ton & Co., 443 and 445 Broadway, 
have just published a Catalogue of their large as- 
sortment of Books (English and American) in 
every department of Science and Art, embrac- 
ing a valuable collection of works on Geeiogy, 
Chemistry, Mechanics, Engineering, the Naval 
and Military Sciences, and en Steam, Steam 
Engines, and Steam Navigation, etc., etc., etc., 
with the dates and prices of each work affixed. 
Catalogues remitted to any address on receipt 
of six cents in P. QO. stamps. 


AS ENGINEERS’ LIBRARY.— 


A few works, indispensable to En- 
gineers, Contractors and others engaged in the 
construction of Gas Works and -manufacture 
of Gas, have been selected out of a large stock of 
chemical and other works, and are recommended 
to the attention of those interested. See page 
208, vol. 11, of this JournaL. 

For sale at the Rooms of the AMERICAN GAs 
LicutJourNAL, New-York. 


OAL OIL.—A Practical treatise 
on Coal, Petroleum, and other dis- 
tilled Oils, by Abraham Gesner, 8vo., illustrated. 
Cloth, $1 560. 
Sent free by mail on receipt of the amount. 
BAILLIERE BROTHERS, 
440 Broadway, New York. 
BaILugRRE BRoTuars keep always on hand a 
complete assortment of all new books on Chemis- 
try and the Sciences, 
Catalogues sent gratis on application. 


ROOFING. 
RFI SLATES of the Eagle 


Slate Company, are of superior qual- 
ity, low cost, fire-proof, yield pure and untsinted 
rain water, and last a lifetime. Builders address 
the agent of the Company, 

G. FURMAN, 
87 Cortlandt-st., N.Y. 

















ASOMETERS, RETORT-HOUSE 
ROOFS, WATER-TANKS, 
PURIFYING-BOXES, COAL-CARS, COKE 
BARROWS, 
AND ALL KINDS OF 
WROUGHT-IRON WORK FOR GAS AND 
: WATER WORKS. 
Manufactured by GEORGE W. KRAFT, Chestaout 
street wharf, West Philadelphia, Pa. 





EORGE STACEY, Cincinnati, 0., 
Manufacturer of single and Telescopic 
Gasholders, Wrought-Iron Bridges, Girders, Joists 
and Stairways, Coke and Coal Wagons, Rakes, 
Screens, and other Gas-works tools Slide and Cup 
Valves, Bolts, Nuts, Chisels, Ladles and other 
tools, Wrought-iton roofs, for Slave and Corru- 
gated Iron, Gas Purifiers, Washers, Centre 8 al 
Valves and other Gas apparatus, Boiler-plate be- 
tort Lids. Refer to— 
Cincinnati Gas Light & Coke Co. 
Nashville Gas-Light Co. 
Springfield Gas-Light Co. 
Columbus Gas-Light Co. 
Cleveland Gas-Light Co. 
Covington and Newport Gas Light Co. 
Memphis Gas-Light Co. 
Indiana polis Gas-Light and Coke Co. 
James H. Caldwell, Esq., New Orleans. 
John Jeffrey gesq., Cincinnati. 


pote & HUNT, Baltimore, Md., 
are prepared to execute orders for 
GAS-HOLDERS, 
IRON-ROOF FRAMING, 
And all other Descriptions of 


Iron Work for Gas-Works, Water-Pipes 
and Heavy Castings and Machinery 
Generally. 


S eidieiainiiaainneiiimemmmimimeenmmiee sa 
ANTI-FREEZING APPARATUS 








ATENT ASPHALTE ROOFING 


and SHip SHEATHING FELTs, the cheap- 
est, best, and most durable ever offered to the 
public. Circulars, samples, &c., will be forward- 
edfree. Agents wanted for city and towns. None 
genuine unless purchased of AARON A. DE- 
GRAUW, 242 South sireet, our sole agent for the 


Uniied States, 
CROGGON &k CO., London. 








CLAY RETORTS. 


EW YORK FIRE-BRICK 


Manufactory. (Branch Works at 
Kreischerville, Staten Island.) 

B. KRBISCHER & CO., office 56 Goerck street, 
corner Delancy street, New York. 

Gas-Hovuss Trtes and Firs Brick of all shapes 
and sizes. Firs Morrak, Ciay, and Sanp articies 
of every description made to order at the shortest 
notice. B. KruiscHer, M Maurer, A. WEBER 


ENNEDY’S Method of Securing 


Iron Mouth-Pieces to Clay Retorts.— 
The Retort is made in the usual form, but without 
any bolt-holes through the flange. Aniron collar 
in two pieces, is placed around the Retort behind 
the flange, and bolted tothe mouth piece outside 
of the fiange instead of through it. 
For Engravings, see AMERICAN GaS-LiGat JourR- 
NAL for June, 1860, page 245. Address the Paten- 
tee, JOHN P. KENNEDY, Trenton, N. J: 











WATER-GAS WORKS. 


ATER-GAS.—APPLETON 
& GRAHAM; 


AGENTS Fux @HB 
NEW ENGLAND WATER-GAS COMPANY, 


UNDER THE SANDERS PATENT, 
Are prepared to give estimates for Works, and 
guarantee the cost of Gas not to exceed Une Dol 
lar per 1000 cubic feet. 
Rae Coal or Rosin Gas-Works altered at small 
expense. 
A. & G. continue as heretofore to erect their 





Dwellings, Factories, &c. For further partic lars 
apply at 56 W4asuINGiON-87., Boston. 








GAS-ENGINEERS. 


N. TRUMP, Gas-Works En- 
e gineer, No, 56, North Seventh- 
street, Phila. Agent for the Aubin Gas-Works. 
Gas-Works erected for Towns, Villages, Facto 
ries, and Dwellings, 


AMES RENWICK SMEDBERG, 


Consulting and Constructing Gas- 
ENGINEER. SAVANNAH, Geo, 
REFERENCES: 

Cnarrxs Room, Esq., Pres. Man. Gas Co., N. Y. 
J. K. Brick, Esq., Eng’r. Brooklyn Gas Co., * 
Messrs. ExLIMAN BROTHERS, New-¥ork. 
F. T. Wituis, Esg., Pres. Savannah Gas Co. 
J. A. SaBpaton, Esq.,Eng’r. Man. Gas Co., N. ¥ 
Joun B. Murray, Prop. AM. Gas-Licur. Jour. - 


CAMMON’S GAS-APPARATUS 


for private residences, factories, hotels 
and cities. See engravings of Rosin and Coal Gas- 
Works in American Gas-Licut JOURNAL for Dec. 1 
1860, pages 179 and 180. 

STEPHEN SCAMMON, 
* Gas-ExGivusr aND CONTRACTOR, 

661 Broadway, New York. 














improved Rosin and Rosin-Oil Works for Private | 





REEZING OF GAS-PIPES.— 
Walton’s Patent Anti-Freezing Ap- 


paratus illustrated by engravings, in the AMERICAN 
GaS-LIGHT JOURNAL, of Jan. 1, 1861, page 212, is the 
most simple, durable and efficient of any kno wn 
process. 

See also certificates from Cincinnati, 0., and 
Louisville, Ky. Gas-Works in same number, page 
208. Address, JOHN WALTON. 

Supt. Gas-Works, Louisville, Ky. 











MISCELLANEOUS, __ 
PHOTOMETER APPARATUS 


and Room for Sale—The Room is 
about 6 feet wide by 12 feet long, painted blace 
inside and screwed together. It can be taken 
down and boxed for transportation, All the 
Fipes and fittings are complete for immediate 
use. Address PHOTOMETER, care of the AMERICAN 
Gas-Licut JOURNAL, 254 Canal Street, New York. 


McKINNY & KELLY, 


MANUFACTURERS OF 








. 


COAL-SCOOPS & COKE-BARROWS. 





FURMAN-St., Near Fulton Ferry, Brooklyn, N. Y_ 


OODEN TRAYS FOR GAS- 


Puririers.—Joun L. CHEESMAN, No. 

147 Avenue C, near Tenth street, New-York, man- 
ufaetures his Patent Woopen Trays for Gas- 
PURIFIERS, cut out of the solid wood, superior 
to the ordinary iron plates, cheaper and more 
durable. The attention of Gas Companies and 
Engineers is called to this improvement, whick 
has been adopted by the following Gas-Works : 

Albany, N. Y,, Manhattan, N. Y. City, 

Chicago, Iil., Philadelphia, Penn., 

Williamsb’gh, N.Y., Worcester, Masa. 

See Engravings on page 148, Vol. IL. 


FFICIAL.—NOTICE TO MARI- 


ners.—No, 104. Africa—Southeast 
Coast—Fixed White Light at mouth of Buifelo 
River, 


Treasury DrparTMent, Office of Light-House 
Board. Washington, Dec. 20, 1860. 

Official information has been received at this 
Office that the Colonial Government at the Cape of 
Good Hope has given notice, that on and after the 
25th day of August, 1860, a light would be exhibit- 
ed from the light-house recently erected at the 
entrance of Buffalo River, East London, Southexst 
coast of Southern Africa. 

The light is a fixed white light, elevated 45 feet 
above the level of high water, and visible in elear 
weather from a distance of about 11 miles. 

The light-house—painted in alternate bands of 
red and white—stands on the reef at the south side 
of the entrance of the river, 

R. SEMMES, Secretary. 


AS THERMOMETERS FOR 
ascertaining and regulating the tem- 
perature of the gas while passing through the puri- 
fiers into the station meters ; for sale at the Rooms 
ofthe American Gas-Ligut JovExat. : 
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GAS, STEAM, SMOKE, 


PURE WATER:& SOIL PIPE 
JOSEPH CLIFF, 


Wortley Fire-Brick Works, Leeds, Eng. 


T. W. PARMELE, Agt., 
No, 4 Irving Place, N, Y, 








E NAMEL DIALS FOR GAS AND WATER METERS 
BOTTOMLEY & HINES, Manuracturers, West Philadelphia, Pa. 
The best, therefore the cheapest for Gas and Water Meters and Engineers’ Indicators. 
These Dials are particularly adapted to all purposes where gas, gas-vapors, or acids, are present. 
Also, Watch and Clock Dials of every description, from any size up to 14 inches diameter. 
che undersigned embrace this opportunity of returning their thanks to the gas-meter manufac 
tarers throngaout the United States, forthe very liberal patronage they have received for the past 
ten years, during which they have been established in Philadelphia, which has piaced us ahead of all 
eompetition. Our sales for the past year have oeen far greater than we could have anticipated, with 
the prospects of a steady increase. Our constant aim has been, and will be, to adopt all improved 





of facture, 


biningimprovementia uality with reduction in price. All Dials made 


by us are warranted to be as represented, and of the best materials and workmanship, which will 


resommend them to all part: 
We arethe appointed 


wishing the very best. 
ts for HUNTER, SHEARMAN & CO.’S make of BRASS PINION-WIRF. 


Circulars sent free by mail, or on application. 


Gas-meters. which we believe is equal to the best. 








STREET GAS-LANTERNS. 


Cities and Gas Companies furnished at reasonable rates with 
Lanterns, Iron Frames, Grazed Complete or Separate. Also, 
P Fancy Lanterns, for Hotels, Restaurants, Theatres, Telegraph 
Offices, Churches, and other Public Buildings. Maving been in 
the business for many years I fully understand the manufac- 
ture of Gas Lanterns, and with the aid of machinery can make 
the parts cheaperthan any other manufacturer. Orders from 
a distance solicited, and executed promply. 





31 Race Street, Cincinnati, Ohio. 


A. C. PARRY, 











JOHN RUSSELL & CO, 





PATENT TUBE MAKERS, 
THE OLD TUBE WORKS, WEDNESBURY, AND THE ALMA WORKS, WALSAL, STAFFORDSHIRE 
69 UPPER THAMES-ST., & 5 CHARLES-ST., SOHO, LONDON ; 
AND 35 GRANBY-ROW, MANCHESTER, ENGLAND. 
The original Manufacturers of WROUGHT-IRON GAS TUBES, and the Inventors of the Lapwelded 


Tubes for Locomotive and Marine Boilers 


All kinds of TUBES and FITTINGS, whether for Gas, 


Steam, or Water. Galvanized and Composition Tubes. Chandeliers, and every kind of Brass-work 


or Gas and Steam. 


STOCKS, DIES, AND TAPS OF ALL SIZES. CAST IRON PIPE AND GAS-METERS. 
ALL GOODS WARRANTED. 





GENGEMBRE’S PATENT 


NON-FREEZING AND 


NON-EVAPORATING 


GAS-METER FLUID. 


By the use of this Fluid, the WET GAS-METER of ordinary construction is rendered the most per 


fect and most reliable Gas-Measuring Instrument ever offered to Gas Companies. 


Meter will continue to work equally well, however 


In winter the 
it may be ; and in summer, the level of the 


Fluid remaining constant without refilling, the measurement of the Gas will be both uniform and 


oonstant. 


The use of this Fluid is both easy and economical, and Gas Companies desirous of using it, will be 
feensed op liberal terms. For further particulars, and certificates of parties having used the same 


or over three years, and for city rights, apply to 


A. DOISY, Box 1180, 


General Agent and Attorney for GENGEMBRE’s Patent. 
N. B.—No Sales of Territorial right, or Licenses for using my Patent wil) be valid, without being 
ratified by my Signature, as I have no Agent authorized to execute the same. 


H. P. GENGEMBRE, Patents, 
Box 48, Alleghany City, Penn. 





PLUMBERS & GAS-FITTERS. 


MISCELLANEOUS, 





OCKE & CRAIGIE, 
Plumbers and Gas-Fitters, No. 12 
Kast 20th street, New Yors. 


LOCKE, CRAIGIE & OO., Gas-Fittings, Chan- 
dekers, Brackets, Globes, &c., No. 927 Broadway, 
New York. 

ga Particular attention paid to country work 


AMES HELME, 

Chandelier and Gas-Fitting Estab- 
lishment, No. 58, East Thirteenth street, between 
Broadway and University Place, New York. 


PRAvevEY M. JOHNSON, GAS- 
Fitter and Bigueber, No. 111 Bast 
gateen ork; 

= eraser yerelie7 treet of CHANDELIERS, 

Bnacurts, &c. Gas-Pipe and Posts made for Gas 

Companies on favorable terms. 


Mf EENZE & O'HARA, 
Plambers and Gas-Fitters, No. 326 


Fours sreeer, CORNER OF MERCER 8T., New YORK. 
Water Gloset Pans, Mine Basins, en Basins, 

Jets for public an vate pur- 
oa ema Filters, and all ether Water 


assortment of Gas-fAxtures 
, Brackets, ke-&e. 











AIs0, & 
Pendants, 








URTIS’ PATENT COMPENSA-} 


TING COUNTERBALANCE FOR GASOME- 
TERS.—This Improvement consists in making the 
attachment to the Gas-Holder by eounterweighcsio 
such a manner as to effectually prevent it from 
getting out of level soas to bind, and also to pre- 
vent any escape of Gas at Cup or Hydraulic seal, 
where the Holder is on the Telescopic plan. Hold, 
ers that work out of level, are thus evenly balanced, 
and prevented from binding or lodging against 
Tank-wall and falling down, thereby being ren- 
derea unfit forservice. Where Holders or sections 
of Holders cannot be used on account of the above 
difficulties, this arrangement will remove them, 
and place the Holder in good working order ; 
moreover, with this attachment, deep tanks are 
not necessary. 

Burtis’ CouUNTERBALANCE has been in use for three 
years at the Gas-Works, Chicago, Ill. Its resist- 
ance to high wigds and snow-drifts, is alone suffici 
eut to recommend its general adoption. For En- 
gravingr, se@ AMERICAN GA8-LiGaT JOURNAL for 
June, 1860, page 221. Address 

P. T. BURTIS, 
Engineer Gas- Works, Chicago, Ill 


ARPER & O'CONNELL, Man- 
facturers of Gas Shades and Globe. 

of every description. FRrexca COLORED Gas SHADES 
4¥D SMOKE Betis Nos. 63 and 66 Elizabeth street 





corner Heater, New York. 





" DRIP-PUMPS. 









GAS-BURNERS, 





HE ILLUSTRATION on page 210 


vol. 11, represents our new style of 
DRIP-PUMP, designed particularly for the use of 
Gas Companies and Plumbers. The Cylinder, Rod 
and Plunger, are made of Brass. Without doubt 
they are the best and cheapest articles in the 
market. Also, 150 varieties of Iron and Brass Lift 
and Force Pumps. A1s0, all sizes Fire-Engines, 
Hose, and Hose-Carriages, Hose-Carts, &c., &c. 
Address, . 

COWING & CO., Seneca Falls, N. Y. 


IRON RETORTS. 


. 

(GELLULAR GAS-RETORTS. 

C. M. CRESSON’S CELLULAR GAS 
Retorts, Patented October 3d, 1854. Adapted to 
the manufacture of GAS from Rosin, Coal, Wood, 
&c., and now in use at the Philadelphia Gas Works. 
Patent Rights for sale. For information apply to 
HENRY S. HAGERT, Attorney for Patentee, &. &. 
cor of Walnut and Sixth strects, Philadelphia, Pa. 


OR SYMMES’ PATENT RE- 
torts, Mouthpieces, &c. address— 

ELLIMAN BROTHERS, 217 Pearl-st., New York. 

MORRIS, TASKER & CO, Philadelphia. 

HORATIO EAGLE, 126 Maiden Lane, N. Y. 

Or H. K, SYMMES, Newton, Mass. 

See Engravings in AMgrican Gas-LiGHT JoURNAL 
for Joly 1. 1860, page 280. 
LS EE ESI CS CT 


GAS LANTERNS. 
& G. BRANDON, Manufac- 


¢ turers of Street and Fancy 


GUmuiAMrYEDs, 
of every pattern, for Hotels, Salouns and Publio 
Buildings, on hand and made order. 

Cities, Villages, and Gas Companies supplied 
with Street Lamps, on favorable terms. Office, 
No. 4 Tyron Row, City Hall Square, and Manu- 
factoiy, No. 102 Mulberry street, one door from 
Canal street, New-York. 


(Ga Iron Street Lanterns, neat 
and very durable. 
For sale by JoHN Je¥FFrrey, Cincinnati, Ohio 
Street Lanterns cast in three pieces, which are 
fitted together without bolts, rivets, solder or 
other fastenings ; glazed without tins, putty, or 
catches ; the glassslipping into grooves cast in the 
lantern. These lanterns have been adopted, and 
are now used, by the City Councils of Cincinnati, 
Q-. Covington, Ky.. and other cities 


HEATING APPARATUS. 


TEAM & HOT WATER Heating. 


—We are prepared to Heat Public 
and Private Buildings with Hot Water or Steam, 
in the most substantial manner, at low prices. 
Estimates given for workin any part of the coun- 
try,by RICHARDSON, BOYNTON & CO, 

No. 260 Canal-st., N. Y. 


QTEAM DOMESTICATED.—Low 


Pressure Steam for Domestic Warm- 
ing, an Apparatus which is simple, durable, eco- 
nomical, and perfectly safe. Estimates given and 
work done inany part of the country. 

Descriptive pamphlets furnished on application 
to BAKER, SMITH & CO., 
Sole manufacturers, Nos. 180 and 182 
Centre street, N. Y. 


ORGE L. CANNON, Successor 
to the Rippowam Co., 54 East 13th 
street, between Broadway and University Place 
manufacturer and dealer in Air, Water, and Steam 
Warming and Ventilating Apparatus, Cooking Ran- 
ges, Range Furniture, Registers, Ventilators, &c. 
Particular attention given to Heating Churches, 
School Honses, Public Buildings &c. 


OT WATER GAS-STOVES, 
Manufactured by Hunter, KELLER 
& Co., 144 Centre-st., New York. 
See Engravings on page 163, Vol. Il., of this 
JOURNAL. 






































WATER HOSE. 
EATHER HOSE, for Fire En- 


gines, Steamboats, Factories, Street 
Washers, &c., manufactured from the best oak- 
tanned leather, with wrouzht-copper rivets, al- 
ways on hand and for sale by 
STEPHEN S. VANDERAOFF, 
Late John H. Bowle &Co., 25 Ferry-st., N Y. 


ANVAS WATER HOSE—Wo- 


ven whole and coated on the inner 
side—a new article, equal to leather even for Fire 
Engines, where it has been thoroughly tested, 
costing about one half. For sale in luts to suit 
purchasers, of all sizes, by 
FOX & POLHEMUS. 59 Rroad st., cor, Reaver. 


STEAM-PUMPS. 
ORTHINGTON’S STEAM 


Pumps, extensively used by Gas- 
Light Companies, For Sale at greatly Reduced 
Prices. 

Also, a new and highly successful Pump, driven 
by water pressure, requiring no attention or re- 
pairs, and the most economical water motor yet 
constructed. 

Patent GATES, for Water and Steam-stops. 

HENRY R. WORTHINGTON, 28 Broadway, N.Y, 


URNELL’S PATENT ROTARY 
Pump, adapted to all purposes of 
Pumping, from the well and cisterns to the steam 
fire-engine. The most simple, durable and effi- 
cient Pump yet made. 
Principal sales depot at No. 28 Platt street, 
New York. SAMUEL B. LEACH, 




















iy G. ARNOLD, Manufacturer of | 


® Gas Burners, Mercury Cups, Porta. 
ble Sockets, Burner Pillars, &c., No. aay 
street (second door west of Broadway), New-York. 
oer Scotch Tips and Burner Plyers always 
on han 


RD. C. KRAUSE, 


Manufacturer of Patent Porous Gas. 
Burners for Cooking, IRontinG, HeaTinG, Commca, 
Apparatus, &c., No, 772 Kighth Avenue, corner 
of Fifty-Fourth street, New York. 

Sole Agent for the United States, 
HORATIO EAGLE, 126 Maiden Lane, N. y, 


ScHWABZ'S PATENT STEA. 
tite, or Lava Gas-Burner Tips.—These 
obtained a Gold Prize Medal in Europe, where they 
are now extensively used in place of metal tips, 
In Prof. Liebig’s and other Chemists’ works, these 
burners are recommended as indestructible by 
acids or alkalies, unchangeable by heat or cold, 
not liable to rust or corrosion, and superior in econo. 
my to the metal tips. Boston and other cities haye 
adopted them for street lights after a satisfactory 
trial. They are imported from Germany by the 
undersigned, sole Agent for America, who can now 
supply the trade or cities at reduced prices, with 
any pattern of tips to fit the double cylinder or 
other kind of burners. For sale also, Large Gas 
Heating Burners, of same material, for Chem. 
ists, &c. W. W. WARREN, 25 Kilby-st., Boston 


(Rae's PATENT FILTER-REG. 
ULaTING Gas Burner, admitted by 
all practical andscientifiic men, who have exam. 
ined its movements, to be 
THE BEST GAS BURNER YET INVENTED. 
They are self-regulating, gas-purifying. inde. 
structible, and most economical. 














Forsaleby 8 A. STETSON & CO., 
350 Washington-st., Boston, 
And by HORATIO EAGLE, 


126 Maiden Lane, New. York, 
See Engravings in Nov. 1, 1860, page 144. 


PATEN T GAS-BURNERS.—Jas, 
McGtensey, No. 111 South Eighth 
streeet, PHILADELPHIA, Manufacturer of Gas- 
Burners, Meters, &c., respectfully calls the atten- 
tion of Book-Binders, Chemists, Druggists, Cop- 
perplate Printers, Brush-Makers, Case and Cabinet- 
Makers, Hotels and Restaurants, to his Patent 
Gas-Stove Heating Apparatus, as being particu- 
larlarly adapted to their wants—preventing all 
soiling and injury to the versels or substances 
heated, is entirely free from smoke or smell, and 
highly economical. He refers to the following 
persons, who have the Apparatus in use: 

Buiiock & Crestpaw, Nos. 103 & 105 N. 6th-at, 

T. S. WirGanp, Chemist, 15th & Race-at. 

F. A. GentHO, Analytical, 33 Walnout-st 

Jos. Lippincott, Book-Byauei, cer. 4th and Com. 

merce-sts. 


ERFECTION.—This recent Im- 


provement in Gas-Burners, embraces 
the great economy of the Hicks Patent Burner, a 
gain of over 75 per cent. in light. This Burner is 
now offered to the Trade and all consumers of gas, 
at the price of the common burner. 1t is anti- 
corrosive, gives a uniform and beautifully-shaped 
-~ ze, under any pressure, and will not get out of 
order. ° 
It has been adopted by the Manhattan and 
Brooklyn, N. Y., Gas-Light Cos , for street lamps. 








Samples will be sent to each Gas Co., in the 


United States, if requested. 
Address L. E. HICKS, 


335 Broadway, New York. 
GAS-FIX TURES. 


IFFANY & COMPANY, 


Jewelers and Importers of elegant 
artistic Paris Gas CHANDELIERS, BRacKErs, Par- 
DaNTS, &c., in Bronze and Gilt. 

No, 550 BroabDway, New York, 


HILADELPHIA GAS FIXTURE 
Works.—Warner, Miskey & Merrill, 


Manufacturers, Store, No. 718 Chestnut street, 
Philadelphia. Warner, Peck & Co., No. 376 
Broadway, New York, would respectfully inform 
the public that they continue to Manufacture all 
kinds of Gas Fixtures, Lamps, Girandoles, Bronzes, 
&c., and that their large and varied stock com- 
prises the simplest as well as the most elaborate 
patterns, designed by their French artists. They 
also continue to keep at their store, 376 Broadway, 
a large and full assortment of all their manufsc- 
tured Goods. Dealers and others are invited to 
call and examine. 


S FIXTURES TO BE SOLD at 

Wholesale Prices.—In consequence 
of alterations in his store, the Subscriber is ob- 
liged to dispose of his enire stock of Gas Fixtures. 
Those wishing to purchase at very low prices will 
do well tocall. Gas Fixtures removed, Gas fit 
ting executed in all its branches. 

J. H. VAN REED, 
219 Bleecker-st., N. ¥. 


G** Fixtures and Fittings 
Rinevet-Leprince & L. Magcort®, 
Warehouse, 347 Fourth street.—Manufactory, 5 
West Sixteenth street, New York. 
Rivauet-Leprince, 3 Rue de la Paix, Paris. 

Painting, Paneling, Cabinet Work, Lookint: 
Glass Plates, Mirror Frames, Silk, Worsted and 
Woolen Materials, Aubusson and Moquette Carpets, 
Gas Fixtures, Bronzes & 


(GECRGE H. KITCHEN & (0, 
Manufacturers of Fixtures for Gas 
Light purposes, Wood’s Building, No. 661 Brosd- 
way, New York. Office of the Inspector of Gs 
Meters for the State of New York. 
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SECTION 


CAYCE EE_ EEEEEEXEEXZEEE VI) Yy 
KING BROTHERS beg especially to call the attention of Gas Companies to the superiority of their Retorts, which are made from the celebrated STOURBRIDGE 
FIRE-CLAY. Mr. King has patented a Kiln for Burning Retorts, by which Patent all Cold Air is excluded from the Kiln while burning thus rendering them 


FREE FROM CRACKS AND CORRECT IN FORM. Es 
By great care in Manufacturing, combined with the advantages in burning, a VERY SMOOTH SURFACE is obtained, rendering them less liable to carbonize. 


RETORT OVENS, FIRE-BRICKS, GUARDS, SADDLES, RABBITTED BURS, FLUES, AND QUARRIES, ARE ALL MANUFACTURED OF 
THE SAME QUALITY OF CLAY. 


EVERY RETORT AND BRICK IS BRANDED “KING BROTHERS, STOURBRIDGE.” 


HARRIS & PEARSON, 


PROPRIETORS OF 


BEST GLASS-HOUSE POT, AND CRUCIBLE CLAY. 


Manufacturers of Fire-Bricks, Gas-Retorts, and Glass-House Furnace-Bricks of every description, 
AMBLECOTE FIRE-CLAY AND BRICK WORKS, STOURBRIDGE, ENGLAND. 


















PPPER Ra ese sneer a ds 


ee 




















in 


i 
It 
" 
Hl 





| 
11 
I 


i 
AR 
\) 


a 


wi 


\ 
4 
Y 
i 
if 
si 


I 


er im 
























; CODE, HOPPER & GRAT2Z 
" 9 3 
it 
ng 1500, 1502 and 1504 FILBERT-Sr., PHILADELPHIA. 
. MANUFACTURERS OF 
D Pressure Registers, Pressure Indicators, Pressure Gauges, Photometers, Governors, Station Meters, Customer Meters, (Wet and Dry,) Experimenta 
“4 Meters, (Wet and Dry,) Show Meters, (Wet and Dry,) Meter Provers, Centre Seals, &c. 
ee The high reputation which we have enjoyed for more than twenty-two years, and the fact that we have manufactured a greater number of Gas-Meters than all other man- 
“4 ufacturers in this country combined must present itself as a security to parties desirous of securing the most reliable instrumeats. Having completed a most extensive 
5, addition to our Factory, and alde? many important improvements to our machinery, we are enabled to fill orders entrusted to us with dispatch, and in all cases Guarantee 
ti. Entire satisfaction. Our Patent Rotary-Valve Dry Gas-Meter is now used by upwards of Two Hundred Gas Companies, giving general satisfaction ; we therefore recom 
“4 mend it, believing itsuperior to any other Dry Gas-Meter manufactured. All Meters tested separately by a sworn Meter-Inspector, and sealed when desired. 
nd en - 
ps. 
be 
* 
ty 
nt 
ay: 
. MIDDLEBURY, SUMMIT CO., OHIO, 
’ 
i MANUFACTURER OF 
vs ‘a 
: SHWEHER- PIPES 
8, 9 
oe IN ALL ITS FORMS OF 
<4 Branches, Junctions, Curves, Elbows, Stench-Traps, &c., &c. 
fac- 





“to : Warrantep EquaL To THE Best Encuisn Piper, 


Es a ee KIDDER’S” 
BD testes ine EK RULATOR G AS-REGULATOR 11! 








MANUFACTURED BY THE 25 PER CENT. SAVED. 
bei: & WHEELER & WILSON SEWING-MACHINE COMPANY. CERTIFIED BY SCIENTIFIC MEN TO BE THE 
gs. It is well known that Printers require the best and most brilliant light. In proofof the superioritY 


4 of these Machines all hi i i i 
rTE, over all others, the following New York establishments are using them, and testify } - 
, their excellence :—New-York Times, New-York Herald, New-York World, New-York Tribune, 0 NL Y RE L l A Bi E G A Ss RE G UL A T OR. 
lew-York san, gournal of Commerce, Courier & Enquirer, Evening Post, The Zeitung, Dispatch, 
and Wee ao ¢ American, Advertiser and Spectator, Independent, Daily News, Harper’s Monthly , , - 
y, Transcript, Mercury, Atlas, Life Illustrated, Albion, Spirit of the Times, American Gas- | The undersigned Sole Agent for the sale of this valuable Recutator, is prepared te sapply the 





a oe an means, Saami, Chareh fenzaal, _Gasiation Advocate, Christian Am- : Teade upon very favorable terms. 
’ ncer, rver, Sunday Times, Sunday Courier. 

pets, By order of the New York and Brooklyn Common Councils, these to’ sed i i inci iti 

Otty Halls, Police Stations, Markets, and other Public Buildings in oth Sitios, ne eee re Agents Wanted in. the Friasge asp a . tyape tigonghout bens 
0, They are Warranted by the United States and the British Possessions in North America. 

te WHEELER & WILSON S MACHIN. As a Regulator and Economizer of Gas, it has received the highest testimonials. See advertse- 

or i ee te ment im Asenicax Gas-Eieux Journat, Vol. 2, No. 20, page 128. “ ant ee 

4 in order, and always maintain the pressure of the Gas at the lowest point brilli i 
= light, and economical aaabention. They are so constructed that ation cemeiaanaetae HORATIO EAGLE, 126 Maiden Lane, 


CUPY get into the Meters, or in any way snjure them. Between Pearl and Water streets, 
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CLAY RETORTS. FINANCIAL. IRON FOUNDRIES. IRON FOUNDRIES. 
¥ RETORIS.—J. K. BRICK | (1AS-LIGHT STOCKS FOR SALE. | ]W[ORRIS, TASKER & O0.,) & ¥- Mumon, oN ACaHAN Mammor, 
& Co.—Brooklyn Clay Retort an PASCAL IRON WORKS, a" : 
Fire-Brick Works, Van = e ‘Van Brunt Ne = wd Bee ere Rain = 4 p> " [ESTABLISHED 1821 } S° UTHWARK FOUNDRY 
street, Brooklyn, N. Y.—Manufacturérs of Clay | nies in the United States, paying from 6 to 12 per | PutLapeLPHIA, manufacture Wrought Iron Welded Philadelphia, ’ 
Retorts, Fire Brick, Gas and Hot House Tiles, | cent. dividend, for sale by JOHN B. MURRAY, | Tubes forGas, Steamor Water; Lap Welded Boiler | MERRICK & SONS, Engineers, manufacturery 


Arch, Furnace and Cupola Brick, Fire Cement, 
Mortar, &c. 

J. K. B. & Co. would invite the attention of Gas 
Companies to the important fact, that the Clay 
Retorts manufactu at their Works can be set 
without Tiles, requiring to be supported only at 
the front and rear ends, thereby exposing the en. 
tire surface of the Retort to the direct action of 
the flame from the furnace. 

The results of this mode of setting, are a Sav- 
ing of Fuel, Tiles, Transportation of Materials, 
Labor and Space, thereby enabling Gas Companies 
to set Retorts of at least 50 per cent. greater ca- 
pacity than those usually employed im the ordin- 
ary arches. 


NGLISH FIRE BRICKS, Ruf- 
ford’s Stourbridge Bricks, Stour- 
bridge and Welsh Clay. » 
8. THOMPSON'S Neph., Imp’r, 
45 Gold-st. 
LLIMAN BROTHERS, 217 
Pearl-St., New York, Commission 
Merchants, Importers of 
BELGIAN FIRE-CLAY GAS RETORTS, 
Dealers in Tiles, Arch-Bricks, Furnace-Doors 
Movrs-Pieces, Covgrs, 
and all other Fittings, of the most approved pat- 
terns, for setting Clay Retorts. 
Saspaton’s Patent FurNAcE-Doors, & FRAMES, 
Floyd’s Patent Malleable Iron Retort Covers, 
McKenziz’s Patent Gas-EXHAUSTERS, 


made by Addison Smith. Compensator-Valves, &c. 
Gas, Water, and Steam Tubes 


GAUTIEE'S CLAY RETORTS.— 


Fire and Arch Bricks. Gas-House 
Tiles, &c. Black Lead Crucibles for Steel Works 
and Brass Founders. 

MANY, BALDWIN & MANY, 49 John-st., N. Y. 


HILADELPHIA FIRE-BRICK 


Works, corner of Vine and Twenty- 
third streets, Philadelphie. 
JOHN NEWKUMET, 
Manufacturer of all kinds of Fire-Brick, Gas- 
Hovsk Tizes, tosuit all the different plans in use. 
Clay Retorts and Dentists’ Muffies. Orders filled 
at short notice 


ATENT PYRO-CLAY GAS RE- 
torts. THOMAS HOADLEY, Paten- 


tee, wishes te cail the attention of Gas-engineers 
to these Retorts, as a very superior article. 
REFBRENCES :—Gas-Light Works, Baffalo, N. Y. 
“ “6 Cleveland, 0O. 
6s ss Chicago, Ill. 
THOS. HOADLEY 34 Front st., Cleveland, O. 
























DDISON POTTER, 
WILLINGTON Quay, 


Near NEWOASTLE-UPON-TYNE, ENGLAND, 
Manufacturer of Ciay Rerorts, Kire Bricks, and 
veery description of Fire CLay Goons. 


WEN’S PATENT FIRE-CLAY 


Retoris. 

JOSEPH CUWEN & Co., Blaydon Burn, near 
Neweastle-on-Tyne, England, were the only par- 
ties to whom a Prize Medal was awarded at the 
Great Exhibition in London, of 1851, for *‘Gas 
RErorts AnD OrseR Opseots IN Fixe CLay.”’ 

J. ©. & Co. have been for many years the most 
extensive manufacturers of Fire Clay Retorts in 
the United Kingdom; and orders for Fire Chay 
Rerorts of ali shapes and dimensions, Firg BRICKS, 
and every other article in Fire Clay, are promptly 
executed at their works as above. 

OOWEN’S GARESFIELD COAL AND COKE. 

Coal and Coke office, 
Quay Six, Newoast.e-on-Tyne. 


ILLIAM RBRYDER, 


General Mineral and Metal Agent 
and Merchant, 4 Dean street, NEWCASTLE-ON-TYNE, 
England, 1s prepared to supply Gas Companies and 
others with every variety of appliance for the pro- 
duction and supply of Gas, including GasomETERS, 
KetorTs (metal and clay), Fire Bxicks, Coa1s, 
Maral Mais, Tunes, in wrought iron, copper, 
brass, lead or composition, Mrrsrs, Taps, Firrincs, 
x¢., &e.; and from his extensive experience in this 
vlass of work, can guarantee every thing of the 
best description. 


OHN ROGERSON &CO., New- 


CASTLE ON-TYNE, Middlesbro’-on-Tees, 
London, supply Gas Coal, Clay Retorts, Cast Iron 
Pipes and Retorts, Gasometers, &c. A partner of 
the above house being now in this city, will be 
glad to wait upon any gas’ cOmpany requiring 
supplies. Agents, MEAD & BELL, 

17 William street, New York. 


LIFF’S ENGLISH CLAY 


RETORTS 


Retort-Covers, Gas-Exhausters, Furnace 
Doors, Castings. Implements, Pho- 
tometrical and Meter-Proving 
Apparatus. 

7. W. PAR Sole Agent, 
Ne. 4 Irving Place, New-York. 














Rooms of the Augaiaan Gas-Licut JOURNAL, N. Y, 


TREET DEPARTMENT.—Times 

Building, No. 39 Park Row. To con- 
tractors. Proposals enclosed in a sealed envelope, 
endorsed with the title of the work and with the 
name of the bidder written thereon, will be received 
at this office unti) 1234 o’clock, P. M., of Thursday, 
January 24, 1861, for repairing and reglazing the 
public lamps for one year, in accordance with the 
specifications prepared therefor. Proposals must 
be directed to the Street Commissioner, who re- 
serves the right to reject allthe estimates offered 
if he deems it for the interests of the Corporation 
Bidders are required to write out the amount of 
their bids, in addition to inserting the same in 
figures. Blank forms of proposals, together with 
the specifications and the agreements can be ob- 
tained at this office. Dated Street Department, 
New York, January 12, 1861. 

G. W. SMITH, Street Commissioner. 





STOP-COCKS, &C. 
ANIEL THOMPSON, 


Machinist and manufacturer of Stop 
Cocks, Fire Plugs, &c., for Water-Works, Sror 
Cocks, VaLves, Daip Pumps, &c., for Gas-Works, 
No. 133, Elfreth Alley, Philadelphia. 











NATIONAL DIRECTORY 


OF 


Gas & Steam Fitters & Plumbers. 


ALBANY, N. Y. NEW YORK, 
—aanDaene 
JAMES HELME, 


—i- | 
WiLLIAM MUNSIG, | 

58 East [3th St. 

1 

| 

| 


623 Broadway. 





WM. TOWERS, 
31 Carmine St. 


GEO. C. ELLISON, 
859 Broadway. 


ALEX. B. SHEPARD, 
17 South Pear! St. 





BALTIMORE, MD.) 
ee () ee 
BLAIR & CO., 
366 W.Baltm’e St. 


GRATTAN & EVANS, 
8 North St. 





B. M. JOHNSON, 
1ll East 18th St. 





LOCKE & CRAIGIE, 
12 East 20th St, 


McKENZIE & OHARA, 


J. H. MoCALL & ©0., 326 Fo Se 


15 W. Fayette St. 





Dene | ANTHONY KENDALL, 
JOHN RICHARDS, |" 458 W. 36th St. 


274W. Baltm’e St. 


BOSTON, MASS. 


BER BR 
J. KENNEDY, 
45 Maverick Sq. 
W. WILTSHIRE, 
46 Devonshire St. 








DAVIS B. LANE, 
167 William St. 


F. B. LANGWITH, 
62 White St 





FRANCIS MaTTHEWS, 
47 Ann Street. 








N. P. WOODMAN, 
13 Haverhill St. 


CHAS. F. MERRITT, 
156 Seventh Ave. 





J. B. WRIGHT, WM. PALMER, 
28 Devonshire St. | #08 Eighth Ave. 
GEORGE E. PARKER, 


CINCINNATI, O. 


——_——— 





156 Seventh Ave, 


BAKER & VON PUHL, | DAVID REA, 
64 Fourth St. | 48 Gortiandt St. 
= a —— -) 





GAS-METER FLUID. 
LUID for GAS METERS-—The 
undersigned is prepared to furnish 
the Glycerine meter fluid in quantities to suit 
purchasers : 6 does not evaporate, can be made to 
stand any degree of cold liable to occur in this 
country or in Canada, and does not corrode the 
metals of the meter. It has been in use successfully 
for the last three years. 
For particulars, references, &c., address the 
manufacturer. HENRY BOWER, 
Box 3€3, Philadelphia, Pa, 
For sale also by HORATIO EAGLE, sole Agent for 
the cities of New York, Brookiyn and Jersey city. 


NGEMBRE’S PATENT GAS- 


Meter Fluid. It is non-freezing 
and non-evaporating. Certificates from several 
companies that bave used it may be found in 
the Amexican Gas-Licut JOURNAL for December 
Ist, 1860, page 163. For Sale only by 

A. L. BOGART, 592 Broadway, New York. 


TO CONTRACTORS. 
0 GAS COMPANIES AND CON- 


tractors—For Sale: Two sets Dry 

Lime Purifiers, 14 feet by 12 feet, 5 tiersjof plates 
12 inch connections ; and ( ne Set Purifiers. 10 feet 
by 5 feet, 5 tiers of plates, 8 inch connections. A 
Station Meter, (square case) 8 teet front, 8 feet 
deep, and 7, feet high ; registers 260,000 feet per 
diem? Also a quantity of Bench Castings, con 
sisting of Sections of Hydraulic main, (D a 
pattern,) Stand, Bridge and Dip Pipes, toge r 
with a number of Composition-faced Slide Valves, 
various sizes, from 6 inches tol6 inches diameter. 
Address the ENGINEER OF THE MANHATTAN Gas- 




















Flues , 

GALVANIZED WROUGHT IRON TUBES, 
ARTESIAN WELL PIPES, 
of Wrought or Cast Iron, screwed together, flush 
inside and out ; Gas-works Castings, Retorts and 
Bench Casti' for Coal gas works; Cast Iron 
Stréet Mains, Sends, Branches, Drips, &c. 

* Gas anpD Sream Frrrers’ Toots, Ao. 

Sreppen Morris, Cuas. WHEELER, 
Tomas S. TASKER, STEPHEN P. M. TASKER, 


(iAst IRON WATER, GAS, 
DRAIN, AND HEATER PIPES, &c., 


COLUMBIAN IRON WORKS, 
Orrice, No. 46 NORTH SEVENTH STREET, 
Below Arch street, Philadelphia, 


THOS. M. ADAMS, Proprietor. 


0 GAS AND WATER COMPA" 
nies : 
_ The undersigned, Agent for Messrs. Thomas Ed: 
ington & Sons, Phenix Foundry, Glasgow, Scotland, 
Is prepared to contract for all descriptions of Cast- 
iron’Pipes of their manufacture. 

About 6000 tons of these Pipes have lately been 
supplied to the Brooklyn Water-works, N. Y., and 
the Chief Engineer of the Works, A. P. Kirkwood, 
Esq., is ready to testify to their excellent quality. 

ARCH’LD BAXTER, 90 Broad-st, N. Y. 
Sole Agent For the United States and Canada 


R. D. WOOD & C0., 


MANUFACTURERS OF 
CAST-IRON PIPE, RETORTS, &o, 
Office, 400 Chestnut Street, 
PHILADELPHIA, 

















© 





(j4ST-IRON PIPES._EARL’S 

IRON WORKS, Newark. N. J., 
91, 93, 95, 97 and 99 Chestnut street. Branch 
Office, 21 Centre street, New York. 

The subscriber continues to manufacture Su- 
perior Cast-Iron Gas and Water Pipes, Branches, 
Bends, Angles, Bevel Hubs, Reduces, Sleeves, 
Drip Syphons, Plugs, Caps, Retorts, Bench Cast 
ings, and Castings in general, Particular atten 
tion paid to all Castings connected with Gas 
Works, FE B. FARL 


S S. ASHCRAFT, Cincinnati, 0., 
© Manufacturer ot (as and Water-Pipes, 
withBranches of every description; Retorts for Ga 
and Oil Works ; Gasholder Stands. Columns, &e.; 
Gas Purifiers, Condensers. and Gas Apparatus 
all kinds ; Foundry Work in general. 

N. B.—A complete selection of Patterns on 
hand. Refer to any of the Gas Works in the 
Western and Southwestern States. 

THEODORE Scownpen, Engineer. Louisville. 
Joun JEFFREY, Civil Engineer, Cincinnati. 
Jacon Hoverton. Engineer, Detroit 














GAS & WATER-PIPE. 5 


PABis's PATENT 


GLASS-ENAMELLED WROUGHT IRON TUBES. 
PROSSER’S PATENT 
LAP-WELDED IRON BO:LER TUBES. 
TUBES FOR ARTESIAN WELLS, CONVEYING STEAM OR 
Water, SHAFTING, &C., SCREWED OR COUPLED 10- 

GEIHER, IN VARIOUS WAYS. 
THOS. PROSSER & SON, 28 Platt-st. N. Y 


AST AND WROUGHT IRON 


Pipe, Branches, Elbows, Sleeves, 
&c. Lamp-posts, Wrought iron Lanterns for 
Lamp-posts, Gas Retorts (clay or iron), Street 
Mains in 9 or 12 feet lengths. Sheet iron cut to 
pattern for Gas-holders. For sale by the manu- 
facturers’ Agent, 

HENKY G. NICHOLS, 24 Pine-st N.Y. 
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of every description of Gas Machinery. 

Retorts, Bench Castings, Condensers, Washers 
Scrubbers, Wet or Dry Lime Purifiers, Coke Wag 
ons, Fire Tools, Wrought Iron Grate Bars, Gashold 
ers, either TELESCOPIC OR SINGLE, WITH SUSPENSION 
FRAMES COMPLETE; Wrought Iron Roof Frames for 
Iron or Slate; Stop Cocks, Exhausters, Steam 
Pumps, Boilers and Tanks, Steam or Hand Air 
Pumps for proving Street Mains, Centre Seals 
Governors, Wrought or Cast-Iron Lime Sieves for 
Porifiers, Purifier Hoisting Machines, &c., &c, 

Address— MERRICK & SONS, 

5th and Washington Streata, Philadelphia, 


BRzARGEN IRON WORKS, 
Established 18383. 
R. A. BRICK, Manufacturer of Cast-IRon Wargg 
and Gas Pipes. Rerorts, Pipes, &c.. always on 
hand. Office 109, Leonard street, New York 


REGON FOUNDRY, Nos. 740, 


742, 744 Greenwich street, New York. 

HERRING & FLOYD, proprietors, manufacture 
Gas Compensators of all sizes, Self-Acting Valves 
Exhausters upon an improved plan, costing less 
than half those of English manufacture, also cast- 
ings of every description for Gas and Water 
Works. 

Herring & Floyd offer for sale Sabbaton’s Patent 
Screening Shovels for coke and coals, made of 
malleable iron, of all sizes ; Sabbaton’s Patent Im. 
proved Cast Iron Fnrnace Frame and Door, ar. 
ranged to protect the iron work of the door and 
frame from direct contact with the fire ; also 
Floyd’s: Patent Malleable Iron Retort Covers, only 
quarter of an inch thick, but of convex form, and 
of great Strength, as is attested by certificates 
from several of the leading Gas-works in America. 
For engravings of all the above patents see Amuzi- 
= Gas LIGHT JOURNAL for October, 1859, pages 65 
and 71. 

Samples of the above castings can be seen at the 
Rooms of the AMERICAN GAs-LIGHT JOURNAL. 


YOLWELL & CO., Manufacturers 
of Pig Iron and Cast Iron Gas and 
Water Pipes, No. 207 North Water street and 206 
North Wharves, Philadelphia. 
STEPHEN COLWELL, ‘W. DWIGHT BELL, 
THEO. TREWENDT, SAMUEL FULTON, 


PRANER & MERCER, 117 


North Water street, and 124 North 
wharves, Philadelphia, AGENTs FoR THE MERCER 
FOUNDRY, AND ELK STREET TRON WORKS. 

Cast IRoN STREET Mains ; Bends, Branches, Che 
mical Retorts, and all kinds of Castings for Gas- 
works, either CoaL or Rosin WORKS. SHEET IRON 
FOR GASOMETERS cut and punched to order. Boter 
Iron of all descriptions. Russia Suxet Ron, Ty 
?LavEs, BLockK Tin, Copper, Pig LeaD, Sre.rer, and 
Metats cenerally. 


REENE ST. IRON FOUNDRY 

and Machine Shop, 37 to 43 Greene 
street, (Office, No. 39) near Grand, New York, 
Cast Iron Soil and Drain Pipe, Tees, Bends, &e. 
A. & E. B. BRADY. 

















rr re reer erennrnggy 
BUILDERS OF GAS-WORKS. 


ATERHOUSE & BOWES, 

Raleigh, N.C. Builders ot Gas- 

Works in Southern States. The following Gas- 

works have been built by them, and are their 

rejerences 

Charlotte, N.C, 
Raleigh, N. C. 
Salisbury, N. C. Staunton, Va. 

Yorkville, 8. C. Greenville, 8. C. 

Waverly, Miss 


IMMOCK, DWIGHT & CO., En- 
gineers and Contractors for the erec- 
tion of Coal Gas-Works. Offices 135 and 137 William 
street, New York city; and No. 2 Elm atreet, 
Springfield, Mass. 
REFERENCES BY PERMISSION ; 

Groras D. Moraan, Esq., New York. 
AARON CLAFLIN, Fsq., 46 
A. B Woon, Fsq., ss 
GrorGx Buss, Exq., N. ¥., Pres. M.S. &N.I. B.B.0o 
Gro. M. Atwater, Esq., Springfield, Mass. 
Jas. D. Brewer, Esq., Pres. Springfield Ga *0o., 
dJounI. Baker, Esq., Pres Beverly Gas Co., 
Henry E. Russetn, Esq., Pres. N. Britain Gas 0o., 
J. Dunnam, Esq., Pres. Norwich, Ct. Gas Co., 
W. ©. Srrvet.  q.. Sec. Norwalk Ct. Gas Co. 





Jacksonville, Fla. 
Fayetteville, N,C. 








UNTER, KELLER & CO.,, 
Manufacturers of 
WROUGHI-IRON PIPES, AND 
: of all descriptions, for 


STEAM, WATER AND GAS, 
144 Centre street, New York 


GiBsARD TUBE WORKS. Mur- 


puy & ALLISON, Proprietors. Wrought 
Iron Coke-Welded Tubes, for Gas, Water, Steam, 
&c. Wrought, Cast and Malleable Iron Fittings, 
Steam and Gas Cocks, Valves. Also, Galvanized 
Tubes and Fittings. 
Office 1908 Market street, Philadelphia 


MERICAN TUBE WORKS.— 

W. G. Smith & Co., Forty-sixth 

street, east of 10th Avenue, New York City. 

Manufacturers of WELDED IRON PIPE, for Steam 
or Gas, of all sizes, from 1-8th to 3 inches. 

& J. GRIFFITHS & CO0.— 

¢ City Tube - Works, Malleable Iron, 

and Brass Foundry, No. 27 North Seventh Street, 

Philadelphia. Manufacturers of Wrought Iron 

Pipe, Lap Welded Flues and Fittings : also. Brass 

Work of all descriptions, for gas, steam and water, 

Particular attention given to heating buildings, &c. 


FIXTURES 











Lica Qomrany, Footof 18th-st., N. R., New-York, 





- WATER-METERS. 


H R. WORTHINGTON'S Pa 
¢ tent Water-Meter.—This Meter com- 
bines accuracy, simplicity and remarkable durs- 
bility, with such ease and certainty of motion, #8 
to offer no appreciable obstructions to the flow of 
water iv the pipes to which it is connected, as it 
runs and registers upon three inches head, or 





. when delivering the smallest stream. 


qualities, with its low cost, have caused its 
sive adoption by corporations and indivduals, in 
maby of our largest cities, 

HENRY R. WORTHINGTON, 28 Broadway, N: ¥. 


PATENT RIGHTS FOR SALE. 


peVENTURS DEPOT & SALES 
Room for Patent Rights.—Parties = 
-sirous of placing with us valuable Patents, for “s 
sale of Rights, on commission, will here find > 
Head-Quarters for Inventors and their bey 
as well as for parties seeking investments in +4 
cles of undoubted merit. ag are invi 
to call, or send for Circulars, 
ing in'daily. BUTLER 

“No. 30 Broadway, ¥. 

Paragon 
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